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CM Oct. 19, 1999 
Bill No. 2971 


THE REGIONAL MUNICIPALITY OF HAMILTON-WENTWORTH 
BY-LAW NO. ROO- 065 


BEING A BY-LAW TO AMEND THE REGIONAL WATERWORKS 
BY-LAW R84-026, AS AMENDED 


WHEREAS the Council of The Regional Municipality of Hamilton-Wentworth on 
the 19th day of October, 1999, did approve Item 9 of Report 8-99 of the 
Environmental Services Committee which authorized that Regional By-law R84- 
026, as amended, be further amended. 


NOW THEREFORE, THE COUNCIL OF THE REGIONAL MUNICIPALITY OF 
HAMILTON-WENTWORTH ENACTS AS FOLLOWS: 


le That subsection (1) of section 8 of The Regional Waterworks By-law 
R84-026, as amended, be further amended by adding the following clause 
8(1)/(f): 


(f) Subject to any exemptions contained in this By-law, on all 
properties serviced by The Regional Municipality of Hamilton- 
Wentworth’s waterworks system, by the applicable date set out in 
clauses 8(1)(a) through (e) of this By-law or by December 31, 2002, 
whichever date occurs first. 


os That section 12 of The Regional Waterworks By-law R84-026, as 
amended, be further amended by adding the following subsection 12(9): 


(9) Where the owner of lands has failed to install a water meter as 
required by section 8 of this By-law, the owner or occupant of the 
lands shall pay a non-metered rate calculated at three times the 
average rate of metered properties of similar size and type in the 
Region. 


3: That this By-law shall come into force and take effect on the date of its 
passing and enactment. 


PASSED AND ENACTED this3rd day of October  , 2000. 


Chairman cting Municipal Clerk 


ted Dd 


Bill No. 2953 


Authority Joint City/Region Budget Steering Committee 
Report 14-99, Items 1 and 4, CM November 16, 1999 


THE REGIONAL MUNICIPALITY OF HAMILTON-WENTWORTH 
“ BY-LAW NO. RO0-048 


BEING A BY-LAW TO AMEND THE REGIONAL WATERWORKS 
BY-LAW R84-026, AS AMENDED | 


WHEREAS the Council of The Regional Municipality of Hamilton-Wentworth on the 16" 
day of November, 1999, did approve Items 1 and 4 of Report 14-99 of the Joint City/Region 
Budget Steering Committee which authorized the 2000 Sewer and Water Rates to come into 
force and take effect January 1, 2000. 


AND WHEREAS the Council of The Regional Municipality of Hamilton-Wentworth on the 
16" day of November, 1999 also authorized that Regional By-law R84-026 be changed to 
reflect the 2000 Sewer and Water Rates. 


NOW THEREFORE THE COUNCIL OF THE REGIONAL MUNICIPALITY OF 
HAMILTON-WENTWORTH ENACTS AS FOLLOWS: 


e 


That Schedules “A” and Schedule “B” to The Regional Waterworks By-law R84-026, 
as amended, are hereby repealed and Schedule “A” and schedule “B” attached to this 
By-law be substituted therefor. 


That Schedule “C” to The Regional Waterworks By-law R84-026, as amended, is 
hereby repealed and Schedule “C” attached to this By-law be substituted therefor. 


. That Schedule “G” to The Regional Waterworks By-law R84-026, as amended, is 


hereby repealed and Schedule “G” attached to this By-law be substituted therefor. 


That subsections (3) and (4) of section 13 of The Regional Waterworks By-law R84-026 
are hereby repealed and the following substituted therefor: 
“(3) Effective January 1, 2000, accounts outstanding longer than twenty-one (21) 
calendar days after billing will be charged a late payment penalty of 4.5%. 
(4) Repealed.” 


. That this By-law shall be deemed to have come into force and take effect as of January 


1, 2000. 


PASSED AND ENACTED this _ 6th day of June , 2000. 


ng Chai 


Approved M Clerk 


as ZA Ze 
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SCHEDULE "'G" TO BY-LAW NO. R84-026 
, TABLE OF METERED RATES 


EFFECTIVE JANUARY 1, 2000 


(Referred to in Section 12(2), (3) & (4) & 13(2)) 


A) RESIDENTIAL METER RATES FOR SERVICE WITH A METER 20MM OR 
SMALLER 


Minimum Charge 


(1) The minimum charge per billing period including the use of the specified 
volume of water is as follows: 


Minimum charge per Quarterly Billing Period $10.31 
For Consumption of the first 15 cubic meter (cu.m.) or part thereof 


Consumption Rate 


(11) The consumption charge per cubic meter (cu.m.) for the amount of water 
used over and above the first specified column for the minimum charge per 
billing period is as follows: 


Consumption Rate per Cubic Meter (cu.m. $0.4783 


B) COMMERCIAL, INSTITUTIONAL AND INDUSTRIAL RATES INCLUDING 
RESIDENTIAL RATES FOR SERVICES WITH A METER GREATER THAN 
20MM 


Minimum Charge 


(i) The minimum charge per billing period including the use of the specified volume of 
water is as follows: 


Meter Size 
(in mm) 


@ * Note: minimum charges for residential and commercial accounts with meter sizes 
under 25 mm, that are billed quarterly, have been increased. For these 
a q y 
customers, minimum consumption is the first 15 cu.m. 


(ii) | The consumption charge for the amount of water used over and above the first 
specified column for the minimum charge per billing is as follows: 


Consumption Rate per Cubic Meter (cu.m.) $0.4783 


C) SANITARY SEWER SURCHARGE RATE 100% OF WATER CONSUMPTION 


SCHEDULE “A” TO BY-LAW. R84-026 
Non-Metered Rates 


Effective January 1, 2000 


Water 


[From0—100,000  |$188.55perannun | 
1 100,000 and over 


$188.55 per annum 


SANITARY SEWER SURCHARGE RATE 100% 


SCHEDULE “B” TO BY-LAW. R84-026 
Non-Metered Rates 
Effective January 1, 2000 


Water 


Assessment Stoney Creek 


| From 0 — 100,000 ~- | $188.55 perannun 


100,000 and over $188.55 per annum | 


SANITARY SEWER SURCHARGE RATE 100% 


SCHEDULE "C"' TO BY-LAW NO. R84-026 
MISCELLANEOUS RATES FOR WATER 


(Referred to in Section 12(6), (7) and (8)) 


Travelling Shows 


The deposit required from travelling shows is Two Hundred Dollars (200.00) and the 
fee for connecting and disconnecting the water is the charge applicable for the size of 
the meter plus the applicable meter rate as set forth in Section 13 of Schedule "E" to 
this By-law. 


Tank Trucks 


a) The rate payable for water supplied to tank trucks at the Region's key & coin 
operated stations be $0.7175 per cubic metre or part thereof. 


b) That all Water Haulage customers currently having a private water 
connection for business purposes be billed at the water station rate ($0.7175 
m3) whether they have a sewer connection or not. 


c) That all new Water Haulage customers be required to use the water stations 
and that no new private water connections be approved for new or existing 
Water Haulers; only water stations provided by the Region are to be used to 
fill tank trucks. 


Such trucks shall only be supplied at the following locations: 


(i) Norfolk Street (Fire Station), Hamilton 
(ii) | Shavers Road, Ancaster 
(iii) | Dartnall Road, Hamilton 


Areas Outside the Regional Area 


The rate for water supplied to municipalities for the owner or occupier of any lands 
outside the Regional area is the applicable meter rate set forth in Schedule "G", plus 
fifty per cent (50%) surcharge or such other surcharge as may be specifically defined 
in the Agreement between the Regional Corporation and the municipality, owner or 


occupier of the lands outside the Regional area. : 


Authority: Item 18, Environmental Services 
Committee Report 4-99 
© CM: March 16, 1999 


BILL NO. 2862 
THE REGIONAL MUNICIPALITY OF HAMILTON-WENTWORTH 


BY-LAW R99- 060 


BEING A BY-LAW TO AMEND THE REGIONAL WATERWORKS 
BY-LAW R84-026, AS AMENDED 


WHEREAS the Council of The Regional Municipality of Hamilton-Wentworth on the 16" day of 
March, 1999, did approve Item 18 of Report 4-99 of the Environmental Services Committee which 
authorized the Phase-In of 1999 Non-Metered Water and Sewer Rates to come into force and take 
effect January 1, 1999. 


AND WHEREAS the Council of The Regional Municipality of Hamilton-Wentworth on the 16” 


day of March, 1999 also authorized that the appropriate Regional By-laws be changed to reflect the 
Phase-In of 1999 Non-Metered Water and Sewer Rates. 


NOW THEREFORE THE COUNCIL OF THE REGIONAL MUNICIPALITY OF HAMILTON- 
WENTWORTH ENACTS AS FOLLOWS: 


1. That Schedule “A” to The Regional Waterworks By-law R84-026, as amended, is hereby 
repealed and Schedule “A” attached to this By-law be substituted therefor. 


2. That Schedule “B” to The Regional Waterworks By-law R84-026, as amended, is hereby 
repealed and Schedule “B” attached to this By-law be substituted therefor. 


3. That this By-law shall be deemed to have come into force and take effect as of January 1, 1999. 


PASSED AND ENACTED this 15th _ day of June , 1999. 


qe BS, 
Chairman Clerk 
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SCHEDULE "A" TO BY-LAW NO.R84-026 


Assessment of Land and Buildings 


NON-METERED RATES FOR 
THE CITY OF HAMILTON 
EFFECTIVE JANUARY 1, 1999 


To 


500 
1,000 
1,500 
2,000 
2,500 
3,000 
3,500 
4,000 
4,500 
5,000 
5,500 
6,000 
6,500 
7,000 
7,500 
8,000 
8,500 
9,000 
9,500 

10,000 
11,000 
12,000 
13,000 
14,000 
15,000 
16,000 
17,000 
18,000 
19,000 
20,000 
25,000 
30,000 


85.00 

85.00 

87.34 

94.22 
107.84 
114.68 
120.03 
136.61 
143.42 
151.01 
160.39 
164.95 
180.54 
186.46 
192.48 
202.02 
211.89 
221.53 
230.82 
240.77 
259.78 
278.51 
296.84 
319.22 
333,02 
30 1300 
368.94 
386.65 
403.76 
421.21 
501.01 
575.78 


® Schedule "A" (cont'd) 


From To 1998 1999 
30,001 35,000 583.96 645.10 
35,001 40,000 642.39 709.65 
40,001 45,000 695.95 768.82 
45,001 50,000 744.01 821.91 
50,001 60,000 829.59 916.45 
60,001 70,000 898.13 992.16 
70,001 80,000 964.73 1,065.74 
80,001 90,000 1,015.33 1,121.64 
90,001 100,000 1,053.02 1,163.27 

over 100,000 1,090.27 1,204.42 


SANITARY SEWER SURCHARGE RATE 100% 


SCHEDULE "B" TO BY-LAW NO.R84-026 


NON-METERED RATES FOR 
THE CITY OF STONEY CREEK 
EFFECTIVE JANUARY 1, 1999 


Assessment of Land and Buildings 


90,721 

103,681 

116,641 

over 129,600 


To 1998 
2,992 $ 107.17 
3,888 124.50 
5,832 135.00 
7,776 136.30 
LOK 143.49 
9,720 144.08 

10,368 146.87 

11,016 149.76 

11,664 152.62 

12,312 155.36 

12,960 158.27 

14,256 163.89 

15:992 169.42 

16,848 174.80 

18,144 180.22 

19,440 185.64 

20,736 190.87 

22,032 196.04 

23,328 201.28 

24,624 206.31 

25,920 211.44 

32,400 234.97 

38,880 257.03 

45,360 277.42 

51,840 296.44 

98,320 213,89 

64,800 329.53 

77,760 Sorat 

90,720 379.71 

103,680 401.37 

116,640 417.86 

129,600 430.12 

442.24 


SANITARY SEWER SURCHARGE RATE 100% 


118.39 
138.11 

150.06 
151.54 
159.72 
160.39 
163.56 
166.85 
170.11 

173.22 
176.54 
182.93 
189.22 
195.34 
201.51 

207.68 
213.63 
219.51 

225.47 
20%020 
237.04 
263.81 

288.91 
$12.11 
333.75 
353.61 
371.40 
403.08 
428.50 
453.15 
471.91 
485.86 
499.65 


ase 


Authority: Item 3, Joint City/Region Budget 
Steering Committee Report 1-99 
© (FIN98084) | 
CM: February 2, 1999 


THE REGIONAL MUNICIPALITY OF HAMILTON-WENTWORTH 
BY-LAW R99-059 BILL NO. 2861 


BEING A BY-LAW TO AMEND THE REGIONAL WATERWORKS 
BY-LAW R84-026, AS AMENDED 


WHEREAS the Council of The Regional Municipality of Hamilton-Wentworth on the 2" 
day of February, 1999, did approve Item 4 of Report 1-99 of the Joint City/Region Budget 
Steering Committee which authorized the 1999 Sewer and Water Rates to come into force 
and take effect January 1, 1999. 


AND WHEREAS the Council of The Regional Municipality of Hamilton- Wentworth on the 
27" day of January, 1999 also authorized that Regional By-lawR84-026 be changed to 
reflect the 1999 Sewer and Water Rates. 


AND WHEREAS the Council of The Regional Municipality of Hamilton- Wentworth on the 
2nd day of March, 1999, did approve Item 3 of Report 1-99 of the Joint City/Region Budget 
Steering Committee which regarding the 1999 Water Rates at the Region’s three water 
stations and certain amendments with respect to Water Haulage customers. 


AND WHEREAS the Council of The Regional Municipality of Hamilton- Wentworth on the 
2nd day of February, 1999 also authorized that Regional By-law R84-026 be changed to 
reflect the said 1999 Water Rates at the Region’s three water stations and certain 
amendments with respect to Water Haulage customers. 


NOW THEREFORE THE COUNCIL OF THE REGIONAL MUNICIPALITY OF 
HAMILTON-WENTWORTH ENACTS AS FOLLOWS: 


1. That Schedule “C” to The Regional Waterworks By-law R84-026, as amended, is 
hereby repealed and Schedule “C” attached to this By-law be substituted therefor. 


2. That Schedule “G” to The Regional Waterworks By-law R84-026, as amended, is 
hereby repealed and Schedule “G” attached to this By-law be substituted therefor. 


3. That this By-law shall be deemed to have come into force and take effect as of January 
i999: 


PASSED AND ENACTED this 15th __ day of June ee) 
ee ; : 
Chaj Acorgved | + Clerk 
a ro rorm 


SCHEDULE "C"' TO BY-LAW NO. R84-026 
MISCELLANEOUS RATES FOR WATER 


(Referred to in Section 12(6), (7) and (8)) 


Travelling Shows 


The deposit required from travelling shows is Two Hundred Dollars (200.00) and the 
fee for connecting and disconnecting the water is the charge applicable for the size of 
the meter plus the applicable meter rate as set forth in Section 13 of Schedule "E" to 
this By-law. 


Tank Trucks 


a) The rate payable for water supplied to tank trucks at the Region's key & coin 
operated stations be $0.6527 per cubic metre or part thereof. 


b) That all Water Haulage customers currently having a private water 
connection for business purposes be billed at the water station rate ($0.6527 
m3) whether they have a sewer connection or not. 


c) That all new Water Haulage customers be required to use the water stations 
and that no new private water connections be approved for new or existing 
Water Haulers; only water stations provided by the Region are to be used to 
fill tank trucks. 


Such trucks shall only be supplied at the following locations: 


(1) Norfolk Street (Fire Station), Hamilton 
(ii) | Shavers Road, Ancaster 
(iii) Dartnall Road, Hamilton 


Areas Outside the Regional Area 


The rate for water supplied to municipalities for the owner or occupier of any lands 
outside the Regional area is the applicable meter rate set forth in Schedule "G", plus 
fifty per cent (50%) surcharge or such other surcharge as may be specifically defined 
in the Agreement between the Regional Corporation and the municipality, owner or 
occupier of the lands outside the Regional area. 


—_ 


SCHEDULE ''G" TO BY-LAW NO. R84-026 
TABLE OF METERED RATES 


EFFECTIVE JANUARY 1, 1999 


(Referred to in Section 12(2), (3) & (4) & 13(2)) 


A) RESIDENTIAL METER RATES FOR SERVICE WITH A METER 20MM OR 
SMALLER 


Minimum Charge 


(i) The minimum charge per billing period including the use of the specified 
volume of water is as follows: 


Minimum charge per Quarterly Billing Period $9.38 


For Consumption of the first 14 cubic meter (cu.m.) or part thereof 


Consumption Rate 


(ii) The consumption charge per cubic meter (cu.m.) for the amount of water 
used over and above the first specified column for the minimum charge per =: 
billing period is as follows: 


Consumption Rate per Cubic Meter (cu.m.) $0.4351 


B) COMMERCIAL, INSTITUTIONAL AND INDUSTRIAL RATES INCLUDING 
RESIDENTIAL RATES FOR SERVICES WITH A METER GREATER THAN 
20MM 


Minimum Charge 


(1) The minimum charge per billing period including the use of the specified volume of 
water is as follows: 


(in mm) (in inches) Billing Billing 
f= ___| sas 
ie ero 


* Note: minimum charges for commercial accounts with meter sizes under 25 mm, 
that are billed quarterly, have been reduced. For these customers only, 
minimum consumption is the first 14 cu.m. 


(11) | The consumption charge for the amount of water used over and above the first 
specified column for the minimum charge per billing is as follows: 


Consumption Rate per Cubic Meter (cu.m.) $0.4351 


ee) SANITARY SEWER SURCHARGE RATE 100% OF WATER CONSUMPTION 


Authority: Item 11, Finance and Administrative Services 
Committee Report 1-98 (FIN98002) 
CM: January 20, 1998 


THE REGIONAL MUNICIPALITY OF HAMILTON-WENTWORTH 


BY-LAW R98-103 BILENO@. 2798 


BEING A BY-LAW TO AMEND THE REGIONAL WATERWORKS 
BY-LAW R84 -026, AS AMENDED 


WHEREAS the Council of The Regional Municipality of Hamilton-Wentworth on the 20" day of 
January, 1998, did approve Item 11 of Report 1-98 of the Finance and Administrative Services 
Committee which authorized the 1998 Sewer and Water Rates to come into force and take effect 
January 1, 1998. 


AND WHEREAS the Council of The Regional Municipality of Hamilton-Wentworth on the 20" 
day of January, 1998 also authorized that the appropriate Regional By-laws be changed to reflect 
the 1998 Sewer and Water Rates. 


NOW THEREFORE THE COUNCIL OF THE REGIONAL MUNICIPALITY OF HAMILTON- 
WENTWORTH ENACTS AS FOLLOWS: 


1. That Schedule “A” to The Regional Waterworks By-law R84-026, as amended, is hereby 
repealed and Schedule “A” attached to this By-law be substituted therefor. 


2. That Schedule “B” to The Regional Waterworks By-law R84-026, as amended, is hereby 
repealed and Schedule “B” attached to this By-law be substituted therefor. 


3. That Schedule “C” to The Regional Waterworks By-law R84-026, as amended, is hereby 
repealed and Schedule “‘C’”’ attached to this By-law be substituted therefor. 


4. That Schedule “G” to The Regional Waterworks By-law R84-026, as amended, is hereby 
repealed and Schedule “G” attached to this By-law be substituted therefor. 


5. That this By-law shall be deemed to have come into force and take effect as of January 1, 1998. 


PASSED AND ENACTED this 15th day of December 5 LOOS: 
Chairman" E Clerk 

Apsroved 

agtg form 

te 

Legal 


Services 
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NON-METERED RATES FOR 
THE CITY OF HAMILTON 
EFFECTIVE JANUARY 1, 1998 


Assessment of Land and Buildings 
From 


$ 0 $ 
501 
1,001 
1,501 
2,001 
2,501 
3,001 
3,501 
4,001 
4,501 
5,001 
5,501 
6,001 
6,501 
7,001 
7,501 
8,001 
8,501 
9,001 
9,501 
10,001 
11,001 
12,001 
13,001 
14,001 
15,001 
16,001 
17,001 
18,001 
19,001 
20,001 
25,001 


mat 


To 


500 
1,000 
1,500 
2,000 
2,500 
3,000 
3,500 
4,000 
4,500 
5,000 
5,500 
6,000 
6,500 
7,000 
7,500 
8,000 
8,500 
9,000 
9,500 
10,000 
11,000 
12,000 
13,000 
14,000 
15,000 
16,000 
17,000 
18,000 
19,000 

20,000 
25,000 
30,000 


$ 


4-02 


Schedule "A" (cont'd) 


From To 1998 
30,001 35,000 583.96 
35,001 40,000 642.39 
40,001 45,000 695.95 
45,001 50,000 744.01 
50,001 60,000 829.59 
60,001 70,000 898.13 
70,001 80,000 964.73 
80,001 90,000 LO1S33 
90,001 100,000 1,053.02 
over 100,000 1,090.27 


SANITARY SEWER SURCHARGE RATE 96% 


D "B" -LAW. 84-026 


e 
NON-METERED RATES FOR 
THE CITY OF STONEY CREEK 
FFECT ARY 1 8 
Assessment of Land and Buildings 
From To 1998 
$ 0 $ 2,592 107217. 
2,593 3,888 125.02 
3,889 5.352 135.84 
5,883 TAIG 137.18 
Delay 9,072 144.58 
9,073 9,720 145.19 
9,721 10,368 148.06 
10,369 11,016 151.04 
11,017 11,664 153.99 
11,665 2312 156.81 
23313 12,960 159.80 
12,961 14,256 165.59 
14.257 153552 171.29 e 
152555 16,848 176.83 
16,849 18,144 182.41 
18,145 19,440 188.00 
19,441 20,736 193.38 
20:737 22052 198.71 
22,033 23,328 204.10 
23,329 24,624 209.29 
24,625 25,920 21457 
25,921 32,400 238.81 
32,401 38,880 26L53 
38,881 45,360 282.53 
45,361 51,840 302/12 
51,841 58,320 320.09 
58,321 64,800 336.20 
64,801 77,760 364.88 
77 FO4 90,720 387.89 


» TO FROM 1998 


90,721 103,680 410.20 
103,681 116,640 427.18 
116,641 129,600 439.81 


over 129,601 452.29 


SANITARY SEWER SURCHARGE RATE 96% 


| Vaal OL -LAW N 4-02 
MISCELLANEOUS RATES FOR WATER 


(Referred to in Section 12(6), (7) and (8)) 


Travelling Show 
The deposit required from travelling shows is Two Hundred Dollars (200.00) and the fee for 


connecting and disconnecting the water is the charge applicable for the size of the meter plus 
the applicable meter rate as set forth in Section 13 of Schedule "E" to this By-law. 


Tank Trucks 


The rate payable for water supplied to tank trucks at the Region's coin operated stations be 
$0.7962 per cubic metre or part thereof. 


Such trucks shall only be supplied at the following locations: 
(1) Norfolk Street (Fire Station), Hamilton e 


(11) Shavers Road, Ancaster 
(111) Dartnall Road, Hamilton 


Areas Outside the Regional Area 


The rate for water supplied to municipalities for the owner or occupier of any lands outside 
the Regional area is the applicable meter rate set forth in Schedule "G", plus fifty per cent 
(50%) surcharge or such other surcharge as may be specifically defined in the Agreement 
between the Regional Corporation and the municipality, owner or occupier of the lands 
outside the Regional area. 


D Wan a Ww -026 
TABLE OF METERED RATES 
EFFECTIVE FEBRUARY 1, 1998 


(Referred to in Section 12(2), (3) & (4) & 13(2)) 


A) RESIDENTIAL METER RATES FOR SERVICE WITH A METER 20MM OR 
SMALLER 


Minimum Charge 


(i) The minimum charge per billing period including the use of the specified 
volume of water is as follows: 


Minimum charge per Quarterly Billing Period $8.63 


For Consumption of the first 14 cubic meter (cu.m.) or part thereof 


Consumption Rate 


(ii) The consumption charge per cubic meter (cu.m.) for the amount of water 
used over and above the first specified column for the minimum charge per 
billing period is as follows: 


Consumption Rate per Cubic Meter (cu.m.) $0.4004 


B) MMERCIAL IONAL TRIAL TES INCLUDIN 
IDENTIAL RAT R SERVICE TH A METER GREATER THAN 
20MM 
Minimum Charge 


(1) The minimum charge per billing period including the use of the specified volume of 
water 1s as follows: 


Minimum Charge per Billing Period 


Meter Size Meter size Quarterly Monthly 
(in mm) (in inches) Billing Billing 


] 


Er 
Foon 


* Note: minimum charges for commercial accounts with meter sizes under 25 mm, 
that are billed quarterly, have been reduced. For these customers only, 
minimum consumption is the first 14 cu.m. 


(ii) |The consumption charge for the amount of water used over and above the first 
specified column for the minimum charge per billing is as follows: 


Consumption Rate per Cubic Meter (cu.m.) $0.4004 


GC) ANITARY SEWER HARGE RATE 96% OF WATER CON TION 


Authority: Item 16, Environmental 
& Services Committee 
Report 3-98 (ENV98040) 


Che March: ly, 1998 
B 1 ] ] No 3 27NQ 
» THE REGIONAL MUNICIPALITY OF HAMILTON-WENTWORTH 


BY-LAW R98-014 


Being a bylaw to amend The Regional Waterworks Bylaw R84-026, as amended, regarding 
requirements for locating meter chambers. 


WHEREAS Section 46 of The Regional Municipalities Act, R.S.O. 1990, c. R.8, as amended 
provides that the Regional Corporation has the sole responsibility for the supply and distribution of 
water in the Regional Area and that all provisions of any general Act relating to such supply and 
distribution of water and the financing thereof by a municipal corporation and all provisions of any 
special Act relating to such supply and distribution of water and the financing thereof by an area 
municipality apply with necessary modifications to the Regional Corporation, except the power to 
establish a public utilities commission; 


AND WHEREAS on the 20" day of March, 1984, the Council of the The Regional Municipality of 
Hamilton-Wentworth did pass and enact By-law No. R84-026, known as “The Regional 
Waterworks By-law’, being a by-law respecting the management and maintenance of the 
waterworks system of The Regional Municipality of Hamilton-Wentworth and the establishment of 
water rates and charges; 


AND WHEREAS on the 17" day of March, 1998, the Council of The Regional Municipality of 

» Hamilton-Wentworth did approve of Item _16 of Report No. 3-98 of the Environmental Services 
Committee and thereby did authorize the passing and enactment of this By-law to amend The 
Regional Waterworks By-law requirements for locating water meters and all references in the said 
By-law to positions and departments within the Regional Corporation so as to reflect the current 
corporate structure and positions; 


NOW THEREFORE, THE COUNCIL OF THE REGIONAL MUNICIPALITY OF HAMILTON 
WENTWORTH ENACTS AS FOLLOWS: 


1. That The Regional Waterworks By-law R84-026, as amended, (the “By-law”’) be further 
amended by striking out every reference in said By-law to “Commissioner of 
Transportation/Environmental Services” and by substituting in each case “Commissioner of 
Environment”. 


2. That the said By-law be amended by striking out every reference in said By-law to the 
“Regional Solicitor” and by substituting in each case “Commissioner of Legal Services”. 


3. That subsection 1(d) of the said By-law be repealed and the following substituted therefor: 
(d) “Commissioner of Environment” means the Commissioner of the Regional 
Environment Department for The Regional Municipality or the person duly authorized 


to act in his or her stead. 


4. That subsection 1(e) of the said By-law be amended by adding the words “or her” after the 
word “his” in the second line of said subsection. 


That subsection 1(p) of the said By-law be repealed and the following substituted therefor: 


“Commissioner of Legal Services” means the Commissioner of Legal Services for the Regional 
Corporation or such person as is duly authorized to act in his or her stead. 


That clause 8(6)(b) of the said By-law be relettered as subclause 8(6)(b)(1) and the following 
added as a new subclause 8(6)(b)(ii) of the said By-law: 


(b)(ii) where in the opinion of the Commissioner of Environment, unacceptable environmental 
or safety conditions exist or would result from the installation of the water meter at the property 
line, the water meter shall be installed in an alternate location satisfactory to the Commissioner 
of Environment. Further, where such alternate location requires a meter chamber, in the 
opinion of the Commissioner of Environment, the water meter shall be installed and maintained 
in a properly drained and otherwise suitable meter chamber and such chamber is to be 
constructed and maintained by and at the expense of the owner or occupant of the land or 
building. 


That clause 8(6)(c) of the said By-law is hereby repealed. 


That the following subsection 8(6.1) be added immediately after subsection 8(6) of the said By- 
law: 


(6.1) Notwithstanding subsection 8(6) herein, no connections for domestic purposes shall be 
made prior to the water meter. 


. That in all other respects the contents of The Regional Waterworks By-law No. R84-026, as 
amended, are hereby confirmed unchanged. 


PASSED AND ENACTED this 17" day of March, 1998. 


MA heter 


2/ Clerk 


Approved 
as to form 


Lepat 


Services 


Authority: Item 8, Finance Committee Keport 2-97 
& CM: February 4, 1997 (FIN97017) 


BILL NO. 2687 
THE REGIONAL MUNICIPALITY OF HAMILTON-WENTWORTH 
BY-LAW R97-093 


BEING A BY-LAW TO AMEND THE REGIONAL WATERWORKS 
BY-LAW R84-026, AS AMENDED 


WHEREAS the Council of The Regional Municipality of Hamilton-Wentworth on the 4th day 
of February, 1997 did approve Item 8 of Report 2-97 of the Finance Committee which 
authorized the 1997 Sewer and Water Rates deemed to have come into force and take effect 
February 1, 1997. 


_ AND WHEREAS the Council of The Regional Municipality of Hamilton-Wentworth on the 
4th day of February, 1997, authorized that the appropriate Regional By-laws be changed to 
reflect the 1997 Sewer and Water Rates. 


NOW THEREFORE, THE COUNCIL OF THE REGIONAL MUNICIPALITY OF 
HAMILTON-WENTWORTH ENACTS AS FOLLOWS: 


ie 


That Schedule "A" to Regional By-law R84-026, as amended, is hereby repealed and 
the Schedule “A" attached to this By-law be substituted therefor. 


That Schedule "B" to Regional By-law R84-026, as amended, is hereby repealed and 
the Schedule “B" attached to this By-law be substituted therefor. 


That Schedule "C" to Regional By-law R84-026, as amended, is hereby repealed and 
the Schedule “C" attached to this By-law be substituted therefor. 


That Schedule "G" to Regional By-law R84-026, as amended, is hereby repealed and 
the Schedule “G" attached to this By-law be substituted therefore. 


That this By-law shall be deemed to have come into force and take effect as of 
February 1, 1997. 


PASSED AND ENACTED this 4th day of November Oot. 


Clerk 


Approved 
asno form 


Services 


SCHEDULE "A" TO BY-LAW NO. R84-026 


NON-METERED RATES FOR 
THE CITY OF HAMILTON 
FOR 1997 AS WERE APPROVED 
BY COUNCIL FEBRUARY 4, 1997 


Assessment of Land and Buildings 


From To 1997 
$ 0 $ 500 $ 64.32 
501 1,000 70.64 
1,001 1,500 76.76 
1,501 2,000 82.81 
2,001 2,500 94.78 
2,501 3,000 100.79 
3,001 3,500 113.84 
3,501 4,000 120.06 
4,001 4,500 126.05 
4,501 5,000 132.72 e 
5,001 5,500 140.96 
5,501 6,000 144.97 
6,001 6,500 158.67 
6,501 7,000 163.87 
7,001 7,500 169.16 
7,501 8,000 177.55 
8,001 8,500 186.22 
8,501 9,000 194.69 
9,001 9,500 202.86 
9,501 10,000 211.60 
10,001 11,000 228.31 
11,001 12,000 244.77 
12,001 13,000 260.88 
13,001 14,000 277.03 
14,001 15,000 293.12 
15,001 16,000 308.74 
16,001 17,000 324.25 
17,001 18,000 339.81 
18,001 19,000 354.85 
19,001 20,000 370.18 
20,001 25,000 440.32 ° 


Schedule "A" (cont’d) 


From To 1997 
30,001 35,000 566.95 
35,001 40,000 623.68 
40,001 45,000 675.68 
45,001 50,000 722.34 
50,001 60,000 805.43 
60,001 70,000 871.97 
70,001 80,000 936.63 
80,001 90,000 985.76 
90,001 100,000 1,022.35 
over 100,000 1,058.51 


SANITARY SEWER SURCHARGE RATE 96% 


SCHEDULE "B" TO BY-LAW NO. R84-026 e 


NON-METERED RATES FOR 
THE CITY OF STONEY CREEK 
FOR 1997 AS WERE APPROVED 


BY COUNCIL FEBRUARY 4, 1997 


Assessment of Land and Buildings 
From To 1997 
$ 1) $ 2,592 104.05 
2,593 3,888 121.38 
3,889 5,832 131.88 
5,883 7,716 133.18 
TTT 9,072 140.37 
9,073 9,720 140.96 
9,721 10,368 143.75 
10,369 11,016 146.64 
11,017 11,664 149.50 
11,665 12,312 152.24 
12,313 12,960 155.15 e 
12,961 14,256 160.77 
14,257 15,552 166.30 
15,553 16,848 171.68 
16,849 18,144 177.10 
18,145 19,440 182.52 
19,441 20,736 187.75 
20,737 22,032 192.92 
22,033 23,328 198.16 
23,329 24,624 203.19 
24,625 25,920 208.32 
25,921 32,400 231.85 
32,401 38,880 253.91 
38,881 45,360 274.30 
45,361 51,840 293.32 
51,841 58,320 310.77 
58,321 64,800 326.41 
64,801 77,760 354.25 


TO FROM 1997 


90,721 103,680 — 398.25 
103,681 116,640 414.74 
116,641 129,600 427.00 
over 129,601 439.12 


SANITARY SEWER SURCHARGE RATE 96% 


SCHEDULE "C" TO BY-LAW NO. R84-026 
MISCELLANEOUS RATES FOR WATER 


(Referred to in Section 12(6), (7) and (8)) 


Travelling Shows 


The deposit required from travelling shows is Two Hundred Dollars (200.00) and the 
fee for connecting and disconnecting the water is the charge applicable for the size of 
the meter plus the applicable meter rate as set forth in Section 14 of Schedule "E" to 
this By-law. 


Tank Trucks 


The rate payable for water supplied to tank trucks at the Region’s coin operated stations 
be $0.7730 per cubic metre or part thereof. 


Such trucks shall only be supplied at the following locations: 


(i) Norfolk Street (Fire Station), Hamilton 
(ii) Shavers Road, Ancaster 
(iii) Dartnall Road, Hamilton 


Areas Outside the Regional Area 


The rate for water supplied to municipalities for the owner or occupier of any lands 
outside the Regional area is the applicable meter rate set forth in Schedule "G", plus 
fifty per cent (50%) surcharge or such other surcharge as may be specifically defined 
in the Agreement between the Regional Corporation and the municipality, owner or 
occupier of the lands outside the Regional area. 


SCHEDULE "G" TO BY-LAW NO. R84-026 
TABLE OF METERED RATES 


EFFECTIVE FEBRUARY 1, 1997 
(Referred to in Section 12(2), (3) & (4) & 13(2)) 


A) RESIDENTIAL METER RATES FOR SERVICE WITH A METER 20MM_OR 
— i RN PUR SERVICE WITH A METER 20MM OR 
SMALLER 


ees 


Minimum Charge 


(i) The minimum charge per billing period including the use of the specified 
volume of water is as follows: 


Minimum charge per Quarterly Billing Period $8.38 


| 
For Consumption of the first 14 cubic meter (cu.m.) or part thereof | 
Sa Aa te | 


Consumption Rate 


(ii) The consumption charge per cubic meter (cu.m.) for the amount of water used 
over and above the first specified column for the minimum charge per billing 
period is as follows: 


| Consumption Rate per Cubic Meter (cu.m.) $0.3887 | 


B) COMMERCIAL, INSTITUTIONAL AND INDUSTRIAL RATES INCLUDING 
RESIDENTIAL RATES FOR SERVICES WITH A METER GREATER THAN 20MM 
RESIPENTIAL RALES FOR SERVICES WITH A METER GREATER THAN 20MM 


Minimum Charge 


(1) | The minimum charge per billing period including the use of the specified volume of 
water is as follows: 


Minimum Charge per Billing Period 


Meter Size Meter size Monthly 
(in mm) (in inches) Billing Billi 

$_2.79 
20 mn $2.79 
25 mm $14.75 


ib 


— 
ps 
2 


38mm pum [sen [ssa 
$03.2 
$203.4 


, 1S cum: 


2 
75 mm 

100 mm 
150 mm 
200 mm 
250 mm 


Consumption for 


i 


2 


2 


— 
S 
2 


& 
eg 


B 


* Note: minimum charges for commercial accounts with meter sizes under 25 mm, that 
are billed quarterly, have been reduced. For these customers only, minimum 
consumption is the first 14 cu.m. 


(i) | The consumption charge for the amount of water used over and above the first specified 
column for the minimum charge per billing is as follows: 


Consumption Rate per Cubic Meter (cu.m.) $0.3887 


C) SANITARY SEWER SURCHARGE RATE 96% OF WATER CONSUMPTION 


Authority: item ZU, Finance Committee Report 2-96 
CM: February 20, 1996 (FIN96024) 


® BILL NO. 2686 


THE REGIONAL MUNICIPALITY OF HAMILTON-WENTWORTH 
BY-LAW R97-092 


BEING A BY-LAW TO AMEND THE REGIONAL WATERWORKS 
BY-LAW R84-026, AS AMENDED 


WHEREAS the Council of The Regional Municipality of Hamilton-Wentworth on the 20th day 
of February, 1996 did approve Item 20 of Report 2-96 of the Finance Committee which 
authorized the 1996 Sewer and Water Rates deemed to have come into force and take effect 


February 1, 1996. 


AND WHEREAS the Council of The Regional Municipality of Hamilton-Wentworth on the 
20th day of February, 1996, authorized that the appropriate Regional By-laws be changed to 
reflect the 1996 Sewer and Water Rates. 


NOW THEREFORE, THE COUNCIL OF THE REGIONAL MUNICIPALITY OF 
HAMILTON-WENTWORTH ENACTS AS FOLLOWS: 


i 


That Schedule "A" to Regional By-law R84-026, as amended, is hereby repealed and 
the Schedule "A" attached to this By-law be substituted therefor. 


That Schedule “B" to Regional By-law R84-026, as amended, is hereby repealed and 
the Schedule “B" attached to this By-law be substituted therefor. 


That Schedule "C" to Regional By-law R84-026, as amended, is hereby repealed and 
the Schedule “C" attached to this By-law be substituted therefor. 


That Schedule "G" to Regional By-law R84-026, as amended, is hereby repealed and 
the Schedule "G" attached to this By-law be substituted therefore. 


That this By-law shall be deemed to have come into force and take effect as of 
February 1, 1996. 


PASSED AND ENACTED this 4th day of § November 
Chairman = Clerk - 
ie 


(en 
Services 


SCHEDULE "A" TO BY-LAW NO. R84-026 é 


NON-METERED RATES FOR 
THE CITY OF HAMILTON 
FOR 1996 AS WERE APPROVED 
BY COUNCIL FEBRUARY 20, 1996 


Assessment of Land and Buildin gS 


From To 1996 
$ 0 $ 500 $ 62.45 
501 1,000 68.58 
1,001 1,500 74.52 
1,501 2,000 80.40 
2,001 2,500 92.02 
2,501 3,000 97.85 
3,001 3,500 110.52 
3,501 4,000 116.56 
4,001 4,500 122.38 
4,501 5,000 128.85 é 
5,001 5,500 136.85 
5,501 6,000 140.75 
6,001 6,500 154.05 
6,501 7,000 159.10 
7,001 7,500 164.23 
7,501 8,000 172.38 
8,001 8,500 180.80 
8,501 9,000 189.02 
9,001 9,500 196.95 
9,501 10,000 205.44 
10,001 11,000 221.66 
11,001 12,000 237.64 
12,001 13,000 253.28 
13,001 14,000 268.96 
14,001 15,000 284.58 
15,001 16,000 299.75 
16,001 17,000 314.80 
17,001 18,000 329.90 
18,001 19,000 344.50 
19,001 20,000 359.39 
20,001 25,000 427.49 « 


25,001 30,000 491.29 


Schedule "A" (cont’d) 


From To 1996 
30,001 | 35,000 550.44 
35,001 40,000 605.50 
40,001 45,000 656.00 
45,001 50,000 701.30 
50,001 60,000 781.97 
60,001 70,000 846.57 
70,001 80,000 909.35 
80,001 90,000 957.05 
90,001 100,000 992.57 
over 100,000 1,027.68 


SANITARY SEWER SURCHARGE RATE 96% 


SCHEDULE "B" TO BY-LAW NO. R84-026 a 


NON-METERED RATES FOR 
THE CITY OF STONEY CREEK 
FOR 1996 AS WERE APPROVED 
BY COUNCIL FEBRUARY 20, 1996 


Assessment of Land and Buildings 
From To 1996 
$ 0 $ 2,592 101.02 
2,593 3,888 117.84 
3,889 5,832 128.04 
5,883 7,776 129.30 
(eta) 9,072 136.28 
9,073 9,720 136.85 
O 721 10,368 139.56 
10,369 11,016 142.37 
11,017 11,664 145.15 
11,665 127,312 147.81 
12,313 12,960 150.63 e 
12,961 14,256 156.09 
14,257 15,552 161.46 
15,553 16,848 166.68 
16,849 18,144 171.94 
18,145 19,440 177.20 
19,441 20,736 182.28 
20,737 22,032 187.30 
22,033 23,328 192.39 
23,329 24,624 197.27 
24,625 25,920 202.25 
25,921 32,400 225.10 
32,401 38,880 246.51 
38,881 45,360 266.31 
45,361 51,840 284.78 
51,841 58,320 301.72 
58,321 64,800 316.90 
64,801 77,760 343.93 


77,761 90,720 365.62 


TO FROM 1996 


90,721 103,680 386.65 
103,681 116,640 402.66 
116,641 129,600 414.56 
over 129,601 426.33 


SANITARY SEWER SURCHARGE RATE 96% 


SCHEDULE "C" TO BY-LAW NO. R84-026 


MISCELLANEOUS RATES FOR WATER 


(Referred to in Section 12(6), (7) and (8)) 


Travelling Shows 


The deposit required from travelling shows is Two Hundred Dollars (200.00) and the 
fee for connecting and disconnecting the water is the charge applicable for the size of 
the meter plus the applicable meter rate as set forth in Section 14 of Schedule "E” to 
this By-law. 


Tank Trucks 


The rate payable for water supplied to tank trucks at the Region’s coin operated stations 
be $0.7499 per cubic metre or part thereof. 


Such trucks shall only be supplied at the following locations: 


(i) Norfolk Street (Fire Station), Hamilton 
(ii) | Shavers Road, Ancaster 
(iii)  Dartnall Road, Hamilton 


Areas Outside the Regional Area 


The rate for water supplied to municipalities for the owner or occupier of any lands 
outside the Regional area is the applicable meter rate set forth in Schedule "G", plus 
fifty per cent (50%) surcharge or such other surcharge as may be specifically defined 
in the Agreement between the Regional Corporation and the municipality, owner or 
occupier of the lands outside the Regional area. 


SCHEDULE "G" TO BY-LAW NO. R84-026 


TABLE OF METERED RATES 


EFFECTIVE FEBRUARY 1, 1996 


(Referred to in Section 12(2), (3) & (4) & 13(2)) 


A) RESIDENTIAL METER RATES FOR SERVICE WITH A METER 20MM OR 
SMALLER 


Minimum Charge 


(i) The minimum charge per billing period including the use of the specified 
volume of water is as follows: 


| Minimum charge per Quarterly Billing Period $8.12 
For Consumption of the first 14 cubic meter (cu.m.) or part thereof 
ee Sees 


Consumption Rate 


(ii) The consumption charge per cubic meter (cu.m.) for the amount of water used 
over and above the first specified column for the minimum charge per billing 
period is as follows: 


Consumption Rate per Cubic Meter (cu.m.) $0.3767 


B) COMMERCIAL, INSTITUTIONAL AND INDUSTRIAL RATES INCLUDING 
EY ENE NED UNC LU VIING 
RESIDENTIAL RATES FOR SERVICES WITH A METER GREATER THAN 20MM 


Minimum Charge 


(1) The minimum charge per billing period including the use of the specified volume of 
water is as follows: 


Minimum Charge per Billing Period a 


* Note: minimum charges for commercial accounts with meter sizes under 25 mm, that e 


are billed quarterly, have been reduced. For these customers only, minimum 
consumption is the first 14 cu.m. 


(ii) The consumption charge for the amount of water used over and above the first specified 
column for the minimum charge per billing is as follows: 


Consumption Rate per Cubic Meter (cu.m.) $0.3767 


C) SANITARY SEWER SURCHARGE RATE 96% OF WATER CONSUMPTION 


oe) Authority: Item 9.14, Special Council 
(Environmental Services 
Committee) (ENV 96-041(b)) 


CMe August zl, 1997 


Bi onOm. 2652 
THE REGIONAL MUNICIPALITY OF HAMILTON-WENTWORTH 


BY-LAW R97-058 i 


To impose a water works rate under Section 221 of the Municipal Act, R.S.O. 
1990, c. M.45, as amended, upon owners or occupants of land along Freelton 
Road, Douglas Street, William Street and Louisa Street, in the Town of 
Flamborough. 


WHEREAS at its meeting of June 17, 1997, the Council of The Regional Municipality of 
Hamilton-Wentworth did approve Item No. 13 of Report 6-97 of the Environmental Services 
Committee and thereby did approve construction of watermains on Freelton Road from Brock 
Road to approximately 100 m south of 11th Concession East, and on Douglas Street from 
Freelton Road to Ellen Street, and on Louisa Street from Brock Road to William Street, and on 
William Street from Louisa Street to Freelton Road, all in the Town of Flamborough, in order 
to supply water to the Freelton Rural Settlement Area (herein referred to as the "Freelton Water 
Works"); 


AND WHEREAS the owners or occupants of lands abutting the Freelton Water Works will be 
permitted to make connection to the Freelton Water Works in order to receive a supply of 
municipal water; 


AND WHEREAS there are 28 existing properties which can potentially connect to the Freelton 
Water Works; 


AND WHEREAS it is deemed desirable by The Regional Municipality of Hamilton-Wentworth 
(hereinafter referred to as the “Region") that the capital cost of the Freelton Water Works be paid 
by those property owners or occupants who choose to connect to the Freelton Water Works; 


NOW THEREFORE, THE COUNCIL OF THE REGIONAL MUNICIPALITY OF HAMILTON- 
WENTWORTH ENACTS AS FOLLOWS: 


1. A water works rate, pursuant to Section 221(2) of the Municipal Act, R.S.O. 1990, c. M.45, 
as amended, is hereby imposed upon the owners or occupants of land who derive, will derive, 
or may derive a benefit from the construction of the Freelton Water Works. 


2. The water works rate for the Freelton Water Works shall be computed by equally dividing 
the 28 properties to be serviced by the Freelton Water Works into a capital cost of $66,000 
such that the water works rate shall be $2,357 per property. 


ee 
Se 


Page 2 


3. The water works rate shall be indexed annually in accordance with the percentage change 
in the composite Southam Construction Cost Index (Ontario Series), commencing one year 
from the date of the passage of this bylaw. : 

4. (a) The water works rate shall be payable when an owner or occupant connects to the 

Freelton Water Works and shall be collected at the time of water permit issuance in 
addition to regular permit fees. 


(b) The owners or occupants who connect to the Freelton Water Works have the option 
of paying the water works rate by way of annual payments over a period of 15 years 
by entry on the collector’s roll, to be collected in the same way, as nearly as may be, 
as municipal taxes are collectable. 


(c) The interest rate utilized for the 15 payment alternative referred to in subsection 4(b) 
of this bylaw shall be the annual interest rate approved for the Region’s Local 
Improvement Program (1997 rate - 7.25 percent) or the Council-approved rate 
substituted therefor. 


5. The water works rate shall be a lien and a charge upon the land and, if the rate or any part 
thereof remains unpaid after the due date established in subsection 4(a) of this by-law, the 
amount unpaid may be entered on the collector’s roll to be collected in the same way, as 
nearly as may be, as municipal taxes are collectable. 


6. All revenue from the water works rate herein shall be used to pay for any part of the 
capital costs of the Freelton Water Works, including principal and interest. 


PASSED AND ENACTED this 21st day of August 1997. 


Chairman Clerk 


Approved 


as em 
Lega ; 


Services 


Authority: Item 10, Finance Committee Rep. 


CM: September 17, 1996 (FIN 962. 


THE REGIONAL MUNICIPALITY OF HAMILTON-WENTWORTH 
BY-LAW NO. R96-075 


To provide a water works rate under Section 221 of the Municipal 
Act, R.S.O. 1990, upon owners or occupants of land in the Village 
of Freelton, along Freelton Road, Brock Road and Regional Road 
No. 97. 


WHEREAS The Regional Municipality of Hamilton-Wentworth (the "Region") has constructed 
a watermain in the Village of Freelton, along Freelton Road, Brock Road and Regional Road No. 
97, being part of the Partial 1 Servicing Area described in Report ENV 95-055(b) to the Region’s 
Environmental Services Committee, in order to supply water to the Freelton Rural Settlement 
Area; 


AND WHEREAS the owners or occupants abutting the watermain in Freelton will be permitted 
to make a single connection to the said watermain in order to receive a supply of municipal 
water; 


AND WHEREAS there are 86 existing properties, together with one property to be subdivided, 
which can potentially connect to the watermain in the Village of Freelton; 


AND WHEREAS it is deemed desirable by The Regional Municipality of Hamilton-Wentworth 
that the capital cost of the watermain be paid by those property owners or occupants who choose 
to connect to the said watermain; 


NOW THEREFORE, THE COUNCIL OF THE REGIONAL MUNICIPALITY OF HAMILTON- 
WENTWORTH ENACTS AS FOLLOWS: 


if A water works rate, pursuant to Section 221(2) of the Municipal Act, R.S.O. 1990, is 
hereby imposed upon the owners or occupants of land who derive, will derive, or may 
derive a benefit from the construction of the watermain in the Village of Freelton. 


oe The water works rate for the connecting watermain constructed on Freelton Road, Brock 
Road and Regional Road No. 97, in the Village of Freelton, to service 86 properties, at 
a total cost of $140,437 shall be shared equally by the properties to be serviced in the 
amount of $1,633 per property. 


3. The net cost of the watermain extending from Regional Road No. 97 through the lands 
draft approved as Noble Kirk Farms Phase III Subdivision shall be paid by the developer, 
being $37,937. 


he 
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4. The water works rate shall be indexed annually in accordance with the percentage change 
in the composite Southam Construction Cost Index (Ontario Series), commencing one year 
from the date of the passage of this by-law. 


De The water works rate shall be payable when an owner or occupant connects to the 
watermain and shall be collected at the time of water permit issuance in addition to the 
regular permit fees. 


6. At the request of the owner, the water works rate may be transferred to the tax roll over 
15 years with interest at a rate in accordance with that approved for the Local 
Improvement Program. 


ie Notwithstanding Section 5 of this By-law, the cost of the watermain extending from 
Regional Road No. 97 through the lands draft approved as Noble Kirk Farms Phase III 


Subdivision, shall be collected as a condition of subdivision plan registration. 


8. This by-law shall come into force and take effect on the day following the date of its 
passing and enactment. 


PASSED AND ENACTED this 17‘dhy of Septem?§96. e 


Clerk 


Approved 


c 
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ce 
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Authority: Item 15, Finance Committee Report 1-95 
_ (FIN 95-006) 
™ CM: January 24, 1995 


THE REGIONAL MUNICIPALITY OF HAMILTON-WENTWORTH 


BY-LAW NO. R95-085 BILL NO. 2442 


Being a by-law to amend Regional By-law R84-026 as amended, by implementing the 1995 
Water and Sewer Rate Report, and the 1995 User Fees. 


WHEREAS the Council of the Regional Municipality of Hamilton-Wentworth on the 20th day of December, 
1994 did approve Item 18 of Report 11-94 of the Finance Committee which authorized the 1995 User Fees 
effective January 1, 1995; 


AND WHEREAS the Council of the Regional Municipality of Hamilton-Wentworth on the 20th day of 
December, 1994 authorized that the appropriate Regional By-laws be changed to reflect the 1995 User Fees. 


WHEREAS the Council of the Regional Municipality of Hamilton-Wentworth on the 24th day of January, 1995 
did approve Item 15 of Report 1-95 of the Finance and Personnel Committee which authorized the 1995 Water 
and Sewer Rates effective January 1, 1995; 


AND WHEREAS the Council of the Regional Municipality of Hamilton-Wentworth on the 24th day of January, 
1995 authorized that the appropriate Regional by-Laws be changed to reflect the 1995 Water and Sewer Rates 
effective January 1, 1995; 


NOW THEREFORE THE COUNCIL OF THE REGIONAL MUNICIPALITY OF HAMILTON- 
WENTWORTH ENACTS AS FOLLOWS: 


le That Schedules “A","B","C","E", and "G" to Regional By-Law R84-026, as amended, are hereby repealed 
and that the schedules attached to this By-Law be substituted therefor effective January 1, 1995. 


Passed and Enacted this 22 day of _ August 1s, a 


ee < 
v ee ai 
C e EGE ree Rae 


~ Chairman 


SCHEDULE "A" TO BY-LAW _NO.R84-026 


NON-METERED RATES FOR 
THE CITY OF HAMILTON 
FOR 1995 AS WERE APPROVED 


BY COUNCIL JANUARY 24, 1995 


Assessment of Land and Buildings 


From To 1995 
$ 0 $ 500 $ 58.69 
501 1,000 64.45 
1,001 1,500 70.03 
1,501 2,000 75.56 
2,001 2,500 86.48 
2,501 3,000 91.96 
3,001 3,500 103.87 
3,501 4,000 109.54 
4,001 4,500 115.01 
4,501 5,000 121.10 
5,001 §,500 128.61 
5,501 6,000 132.28 a 
6,001 6,500 144.78 
6,501 7,000 149.52 
7,001 7,500 154.34 
7,501 8,000 162.00 
8,001 8,500 169.93 
8,501 9,000 177.64 
9,001 9,500 185.09 
9,501 10,000 193.07 
10,001 11,000 208.32 
11,001 12,000 223.03 
12,001 13,000 238.03 
13,001 14,000 PING Ib | 
14,001 15,000 267.45 
15,001 16,000 Peo Hil 
16,001 17,000 295.84 
17,001 18,000 310.03 
18,001 19,000 323575 
19,001 20,000 SEIS) 
20,001 25,000 401.75 
25,001 30,000 461.72 
30,001 35,000 Sys 
35,001 40,000 569.04 
40,001 45,000 616.51 


Schedule "A"(cont’d) 


From To 1995 
$ 45,001 $ 50,000 $ 659.09 
$0,001 60,000 734.90 
60,001 70,000 795.61 
70,001 80,000 854.61 
80,001 90,000 899.44 
90,001 100,000 932.82 
over 100,000 965.82 


SANITARY SEWER SURCHARGE RATE 94% 


SCHEDULE "B" TO BY-LAW NO.R84-026 


NON-METERED RATES FOR 
THE CITY OF STONEY CREEK 
FOR 1995 AS WERE APPROVED 
BY COUNCIL JANUARY 24, 1995 


Assessment of Land and Buildings 


From To 1995 
$ 0 $ 2,592 $ 94.94 
2505 3,888 110.75 
3,889 5,832 120.33 
5,833 OLS IAL Sy 
PEE 9,072 128.08 
9,073 9,720 131.16 
3S) PAL 10,368 133.80 
10,369 11,016 136.41 
11,017 11,664 138.91 
11,665 12,312 141.57 
P2Sus 12,960 146.69 
12,961 14,256 141.71 
14,257 15:552 151775 
15,553 16,848 156.65 
16,849 18,144 161.59 
18,145 19,440 166.53 
19,441 20,736 171.32 
AAVIBY/ 22,032 176.03 
22,033 23,328 180.80 
23,329 24,624 185.41 
24,625 25,920 190.08 
25,921 32,400 211.56 
32,401 38,880 231.67 
38,881 45,360 250.28 
45,361 51,840 267.64 
$1,841 $8,320 283.55 
55.521 64,800 297.82 
64,801 77,760 323.23 
VE 761 90,720 343.63 
STZ 103,680 363.38 
103,681 116,640 378.42 
116,641 129,600 389.61 
400.68 


Over 129,601 


SANITARY SEWER SURCHARGE RATE 94% 


(i) 
(ii) 
(iii) 


SCHEDULE "C" TO BY-LAW _NO.R84-026 
MISCELLANEOUS RATES FOR WATER 


(Referred to in Section 12(6), (7), and (8)) 


Travelling Shows 


The deposit required from travelling shows is Two Hundred Dollars (200.00) and the fee for connecting 
and disconnecting the water is the charge applicable for the size of the meter plus the applicable meter 
rate as set forth in Section 14 of Schedule "E" to this By-law. 


Tank Trucks 


The rate payable for water supplied to tank trucks at the Region’s coin operated stations be $0.686 per 
cubic meter or part thereof. 


Such trucks shall only be supplied at the following locations: 
Norfolk Street (Fire Station), Hamilton 


Shaver Road, Ancaster 
Dartnall Road, Hamilton 


Areas Outside the Regional Area 


The rate for water supplied to municipalities for the owner or occupier of any lands outside the 
Regional area is the applicable meter rate set forth in Schedule "G’, plus fifty per cent (50%) surcharge 
or other such surcharge as may be specifically defined in the Agreement between the Regional 
Corporation and the municipality, owner or occupier of the lands outside the Regional Area. 


SCHEDULE "E" TO BY-LAW R84-026 > 
TABLE OF FEES FOR VARIOUS SERVICES 


1.(a) Water Service Permit Fees $ 23.00 


(b) Permit fees associated with the supply of water meters as referred to in Section 4(1) of Regional By-law 
R84-026, as amended: 


100 mm diameter (turbine) 
100 mm diameter (compound) 
150 mm diameter (turbine) 
200 mm diameter (turbine) 
200 mm diameter (compound) 
[250mm diameter(wibin) | 6000 | . 
(c) Permit fees associated with the supply of water meters as referred to in the Water Demand 
Control Strategy -Section 8(1) of Regional By-law R84-026, as amended: 
16 mm diameter 
20 mm diameter 
25 mm diameter 
38 mm diameter 
50 men diameter 
100 mm diameter (turbine) 
100 mm diameter (compound) 
150 mm diameter (turbine) 
200 mm diameter (turbine) 
200 mm diameter (compound) 
250 mm diameter (turbine) 6,015.00 <€ 


| ) Schedule “E" continued 


Owners who are not required under this By-law to have a metered water service, but voluntarily wish 
to do so, 


(1) may pay the Regional installation costs pursuant to Section 1(c) of Schedule "E" herein, 
over a five (5) year period by a special charge on their quarterly water bill; or, 


(ii) will be allowed a twenty-five percent (25%) discount on the Regional installation costs pursuant 
to Section 1(c) of Schedule "E* herein provided that the entire net costs be paid by the Owner 


up front. 
pe Permit refund service charge - water **** $10.00 
3. For superintending the laying of the service 
a) Regular Inspection 40.00* 
b) Complex Development Inspection 25,00* 
4. For superintending the laying of the service after normal working hours 47.00* 
: Shut Water off 47.00* 
6. Turn Water on 47.00* 
ee i For turning water on & off during the same call 59.00* 
8. Turn off and on for non-payment (penalty extra* ) 95.00* 
9%. For each Special Water Service to be connected as referred to in Section 4(18) 698.00 
10. Discharge of Water/Sewer Agreements 168.00 
Li Processing of Water/Sewer Agreements 250.00 


12: Flow test for fire-fighting design purposes 60.00* 


13. For temporary connections ** 


(Meter Rate)* + $59.00 
38 mm - 50 mm diameter (Meter Rate)* + 
(Meter Rate)" + 271.00" 


nil 


14. For poor pressure flow tests *** 


15. For installation of public drinking fountains 350.00 


Schedule "“E" continued 


16. Pool Charges- 
supplying water to pools having a capacity of more than 5 cu,m. an annual charge of $8.00 
17: Replacement Cost for Lost Meter: 


18. Seasonal Water Meter: 


“ 
38 min to 50 mm diameter 
100 mm plus’ diameter 278.00* 
12: Testing water meters, referred to in Section 9 of the By-law 
16 mm to 25 mm diameter $91.00" 
38 mm to SO mm diameter 139.00* 
75 mm to 250 mm diameter 318.00* 
20. Repair of broken meter labour + 
parts (+GST) 
21. For service calls other than previously specified $4.50* 
syd Missed appointment 54.50* 
23: Meter Open By-Pass 300.00* 
24. Account Set-up/Change Fee 10.00 
€ 


ep Special Reading Fee 19.00 


2h: 


29. 


*« 


Schedule “E" continued 


Account Breakdown (per year) 11.00* 
Status Certificate Fee 24.00 
Transfer to Taxes for Non-Payment of Account 22.50 
Watermain Service Thawing 375.00 


This charge includes GST. 
This service requires a $200.00 deposit. 


This charge is applicable only on properties tested which have 
adequate water pressure flows and wish to be retested. 


**** A service charge applies for each refund issued. 


SCHEDULE "G" TO BY-LAW NO.R84-026 e 
TABLE OF METERED RATES 


EFFECTIVE JANUARY 1 - DECEMBER 31, 1995 


(Referred to in Section 12(2), (3) & (4) & 13(2)) 


A) RESIDENTIAL METER RATES FOR SERVICES WITH A METER 20 MM OR SMALLER 


Minimum Charge 


(1) The minimum charge per billing period including the use of the specified volume of water is as follows: 


Minimum charge per Quarterly Billing Period 


For Consumption of the first 14 cubic meter (cu.m.) or part thereof 


Consumption Rate 


(ii) The consumption charge per cubic meter (cu.m.) for the amount of water used over and above the first 
specified column for the minimum charge per billing period is as follows: 


Consumption Rate per Cubic Meter (cu.m.) $0.3521 


B) COMMERCIAL, INSTITUTIONAL AND INDUSTRIAL RATES INCLUDING RESIDENTIAL RATES 
FOR SERVICES WITH A METER GREATER THAT 20 MM 


Minimum Charge 


(i) The minimum charge per billing period including the use of the specified volume of water is as follows: 
Minimum Charge per Billing Period 


Monthly 
Billing 


Quarterly 
Buling 


Meter size 
(in inches) 


5/8" 
3/4" 


Meter size 
(in mm) 


16 mm eT sy $ 8.35 


$7.59 & $35 


25 mm $ 40.08 $ 13.36 


B B 
5 B 


13;" $ 44.55 $ 14.85 


50 mm $ 52.94 $ 17.65 


75 mm $ 91.75 $ 30.58 


l 
2 


$ 39.18 


W 
2 


S753 


BSS 


i 
S 2 


100 mm 


150 mm $ 207.95 $ 69.32 


200 mm $ 359.06 $ 119.69 


250 mm $ 552.79 $ 184.27 


Consumption for 46 cu.m. 15 cu.m. 


*S Note: minimum charges for commercial accounts with meter sizes under 25 mm, that are billed 
quarterly, have been reduced. For these commercial customers only, minimum consumption 
is the first 14 cu.m. 


(ii) The consumption charge for the amount of water used over and above the first specified column for the 
minimum charge per billing is as follows: 


Consumption Rate per Cubic Meter (cu.m.) $0.3521 


gC) SANITARY SEWER SURCHARGE RATE 94% OF WATER CONSUMPTION 


Authority: Item 2, Finance Committee Report 13-93 (FIN 93-150) 
_ Item 8, Finance Committee Report 1-94 (FIN 94-002) 
@ CM: March 7, 1995 


THE REGIONAL MUNICIPALITY OF HAMILTON-WENTWORTH 


BY-LAW NO. R95-024 BILL NO. 2381 


Being a by-law to amend Regional By-law R84-026 as amended, by 
implementing the 1994 Water and Sewer Rate Report, and update the Water 
Demand Control Strategy with respect to Swimming Pools and Transfer of 
Ownership. 


WHEREAS the Council of the Regional Municipality of Hamilton-Wentworth on the 16th 
day of November, 1993 did approve Item 2 of Report 13-93 of the Finance Committee 
which authorized the 1994 User Fees effective January 1, 1994; 


AND WHEREAS the Council of the Regional Municipality of Hamilton-Wentworth on the 
16th day of November, 1993 authorized that the appropriate Regional By-laws be changed 
to reflect the 1994 User Fees. 


WHEREAS the Council of the Regional Municipality of Hamilton-Wentworth on the 18th 
day of January, 1994 did approve Item 8 of Report 1-94 of the Finance Committee which 
authorized the 1994 Water and Sewer Rates effective January 1, 1994; 


AND WHEREAS the Council of the Regional Municipality of Hamilton-Wentworth on the 
18th day of January, 1994 authorized that the appropriate Regional by-Laws be changed to 
reflect the 1994 Water and Sewer Rates effective January 1, 1994; 


WHEREAS the Council of the Regional Municipality of Hamilton-Wentworth on the 15th 
day of February, 1994 did approve to amend subsection h) of Item 8 of Report 1-94 of the 
Finance Committee which authorized a 1994 Water Demand Control Strategy Update for 
Swimming Pools; 


AND WHEREAS the Council of the Regional Municipality of Hamilton-Wentworth on the 
15th day of February, 1994 authorized that the appropriate Regional by-Laws be changed 
to reflect the 1994 Water Demand Control Strategy Update; 


WHEREAS the Council of the Regional Municipality of Hamilton-Wentworth on the 15th 
day of March, 1994 did approve item 12 of Report 3-94 of the Finance Committee which 
authorized a 1994 Water Demand Control Strategy Update for Transfer of Ownership; 


AND WHEREAS the Council of the Regional Municipality of Hamilton-Wentworth on the 
15th day of March, 1994 authorized that the appropriate Regional by-Laws be changed to 
reflect the 1994 Water Demand Control Strategy Update; 


9 NOW THEREFORE THE COUNCIL OF THE REGIONAL MUNICIPALITY OF 
HAMILTON-WENTWORTH ENACTS AS FOLLOWS: 


i That Schedules "A","B","C","E", and "G" to Regional By-Law R84-026, as amended, 
are hereby repealed and that the schedules attached to this By-Law be substituted 
therefor effective January 1, 1994. 


2 That Schedules "G-1" and "G-2" to Regional By-Law R84-026, as amended, be 
repealed. 


oO That subsection 8(1)(d) to Regional By-law R84-026, as amended, is further amended 
to include the following: 


"change of ownership" means either: 


i) the property is sold outright with an “arms length agreement’, 
Or 
ii) the property is inherited by someone other than a surviving 


spouse, who is neither a resident of that property, nor on title. 


93 However if one of the following criteria applies, a “change of ownership" is 
deemed not to have occurred: 


i) the owner on title prior to January 1, 1990 remains a resident 
of the property and there is an addition or deletion of a spouse 
or tenant in common, or 


ii) the owner on title prior to January 1, 1990 dies and leaves his/her 
estate to another individual who is already on title and a resident of 
the property, or 


iii) | the owner on title prior to January 1, 1990 dies and leaves his/her 
estate to a surviving spouse, or 


iv) the owner on title prior to January 1, 1990 dies and leaves his/her 
estate to a son(s) and/or daughter(s) as evidenced by a copy of a letter 
of probate, will or another documentation deemed reasonable by the 
Commissioner of Finance or his designate and the beneficiary will 
reside in the home. 


10. 


Le 


That Regional By-law R84-026, as amended, is further amended by changing clause 
8(1)(e), 


from: on all non-metered properties having swimming pools. 


to: that non-metered properties with swimming pools be exempted 
from the requirement of having to be metered, but that future 
installations be exempt only where permits are not required. 


That subsection 10 of Regional By-law R84-026, as amended, be further amended by 
including a second paragraph, namely: 


In the event that the outside reading device registers differently from the meter, the 
reading on the meter shall be taken to be correct. Therefore, if the reading on the 
meter is greater than that on the outside reading device, it is the property owner’s 
responsibility to pay for the resulting difference in consumption. However, an 
amnesty period ending September 30, 1994, will be permitted to all property owners 
who report a difference between the two readings to the Commissioner of Finance, 
or his designate. 


That subsection 13(3) of Regional By-law R84-026, as amended, is hereby repealed, 
and the following substituted therefor, 


13(3) Effective January 1, 1994 accounts outstanding longer than twenty-one 
(21) days after billing will be charged a late payment penalty of 3%. 


That subsection 4(15) of Regional By-law R84-026, as amended, be further 
amended by changing “except as in 4(13)(c)" to “except as in 4(13)". 


That subsection 4(16) of Regional By-law R84-026, as amended, be further 
amended by changing “as set out in Section 2 of Schedule ’E" to “as set out 
in’ Section 3 of Schedule’ E™ 


That subsection 4(17) of Regional By-law R84-026, as amended, be changed 
by replacing "and the rates for water supply shall be as described in Schedules 
’°G’,’G-1’ and’G-2”"" to “and the rates for water supply shall be as described 
in Schedule ’G’". 


That subsection 9 of Regional By-law R84-026, as amended, be altered from 
"as set forth in Section 1(b)" to “as set forth in Section 1(c)". 


That subsection 12(2) of Regional By-law R84-026, as amended, be revised from "for 
which water no rate is payable" to "for which no water rate is payable"; and from 
"more particularly described in Schedule ’G’, ’G-1’, and’G-2" to “more particularly 
described in Schedule ’G”". 


Pee 


13; 


14. 


vey 


16. 


Ly 


18. 


10. 


20. 


24, 


That subsection 12(3)(a) of Regional By-law R84-026, as amended, be revised 
from "as set forth in Section A of Schedule ’G’, ’G-1’ and ’G-2”" to "as set 
forth in Section A of Schedule ’G”". 


That subsection 12(3)(b) of Regional By-law R84-026, as amended, be revised 
from "as set forth in Section B of Schedule ’G’, ’G-1’ and ’G-2”"" to " as set 
forth in Section B of Schedule ’G”. 


That subsection 12(4) of Regional By-law R84-026, as amended, be revised 
from “as set forth in Section B of Schedule ’G’, ’G-1’ and ’G-2”" to "as set 
forth in Section B of Schedule ’G”". 


That subsection 12(5)(a)(i) of Regional By-law R84-026, as amended, be 
changed from “as set forth in Schedule ’G’, ’G-1’ and ’G-2" to "as set forth 
in Schedule ’G’". 


That subsection 12(5)(a)(ii) of Regional By-law R84-026, as amended, be 
altered from “the applicable meter rate set forth in Schedule ’G’, ’G-V’ and 
’°G-2"" to “the applicable meter rate set forth in Section B of Schedule ’G”". 


That subsection 12(5)(b) of Regional By-law R84-026, as amended, be revised 
from “pay meter rates as set forth in Section A of Schedule ’G’, ’G-1’ and ’G- 
2" to “pay meter rates as set forth in Section A of Schedule ’G”"; and, from 
“pay the applicable meter rate set forth in Schedule ’G’, ’G-1’, and ’G-2" to 
“pay the applicable meter rate set forth in Schedule ’G". 


That subsection 12(5)(c) of Regional By-law R84-026, as amended, be revised 
from "as set forth in Section 7 of Schedule ’E"" to “as set forth in Section 17 
of Schedule ’E”". 


That subsection 12(8) of Regional By-law R84-026, as amended, be revised 
from “then charges will be made as set forth in Section 4 of Schedule ’C" to 
"then charges will be made as set forth in Section 3 of Schedule ’C". 


That subsection 13(2) of Regional By-law R84-026, as amended, be revised 
from “as set forth in Schedule ’G’, ’G-1’, and ’G-2" to " as set forth in 
Schedule ’G”". 


That subsection 13(6) of Regional By-law R84-026, as amended, be revised 
from “as set forth in Section A and B of Schedules ’G’, ’G-1’, and ’G-2" to 
"as set forth in Section A and B of Schedule ’G”. 


22. That subsection 13(6) of Regional By-law R84-026, as amended, be revised 
from “as set forth in Section 4 of Schedule ’E’ to this By-law and the same fee 
is to be paid by the owner for turning the water on again as set forth in 
Section 5 of Schedule “E" to “ as set forth in Section 6 of Schedule ’E’ to 
this By-law and the same fee is to be paid by the owner for turning the water 
on again as set forth in Section 7 of Schedule ’E”". 


23. That subsection 18(9) of Regional By-law R84-026, as amended, be further 
amended by changing "except as in 4(13)(c)" to “except as in 4(13)". 


PASSED AND ENACTED this/7th_ day of _March e005: 


tie és 
Ctr We d Cz 
Cy, Chairman 


SCHEDULE "A" TO BY-LAW _NO.R84-026 


NON-METERED RATES FOR 
9 THE CITY OF HAMILTON 
FOR 1994 AS WERE APPROVED 


BY COUNCIL JANUARY 18, 1994 


Assessment of Land and Buildings 


From RO 1994 
geal § 500 § 57.48 
501 1,000 63.12 
1,001 1,500 68.59 
1,501 2,000 74.00 
2,001 2,500 84.70 
2,501 3,000 90.07 
3,001 3,500 101.73 
3,501 4,000 107.29 
4,001 4,500 112.65 
4,501 5,000 118.61 
5,001 5,500 125.96 
5,501 6,000 129.56 
9 6,001 6,500 141.80 
6,501 7,000 146.44 
7,001 7,500 151.17 
7,501 | 8,000 158.67 
8,001 8,500 166.43 
8,501 9,000 173.98 
9,001 9,500 181.28 
9,501 10,000 189.09 
10,001 11,000 204.03 
11,001 12,000 218.73 
12,001 13,000 233.12 
13,001 14,000 247.56 
14,001 15,000 261.94 
15,001 16,000 275.90 
16,001 17,000 289.74 
17,001 18,000 303.63 
18,001 19,000 317.06 
19,001 20,000 330.78 
20,001 25,000 393.47 
25,001 30,000 452.19 
30,001 35,000 506.65 
35,001 40,000 597.31 


) 40,001 45,000 603.80 


Schedule "A"(cont’d) 


From To 1994 

$ 45,001 $ 50,000 $ 645.51 
50,001 60,000 719.75 
60,001 70,000 T1921 
70,001 80,000 837.00 

80,001 90,000 880.90 

90,001 100,000 913.60 

945.91 


over 100,000 


SANITARY SEWER SURCHARGE RATE 95% 


SCHEDULE "B" TO BY-LAW NO.R84-026 


9 NON-METERED RATES FOR 
THE CITY OF STONEY CREEK 
FOR 1994 AS WERE APPROVED 
BY COUNCIL JANUARY 18, 1994 


Assessment of Land and Buildings 


From To 1994 
Grivel) Sa 92 $ 92.99 
2,593 3,888 108.47 
3,889 5,832 117.85 
5,833 T HIG 119.02 
aes 9.072 125.44 
9,073 9,720 125.96 
9,721 10,368 128.46 
10,369 11,016 131.05 
11,017 11,664 133.60 
11,665 (2310 136.05 
12318 12,960 138.65 
12,961 14,256 143.67 
14,257 15,552 148.62 
8 15,553 16,848 153.42 
16,849 18,144 158.26 
18,145 19,440 163.10 
19,441 | 20,736 167.79 
20,737 22.032 172.41 
22,033 23,328 177.08 
23,329 24,624 181.59 
24,625 25,920 186.15 
25,921 32,400 207.20 
32,401 38,880 226.90 
38,881 45,360 245.13 
45,361 : 51,840 262.13 
51,841 58,320 ID 
58,321 64,800 291.69 
64,801 77,760 316.58 
77,761 90,720 336.53 
90,721 103,680 355.90 
103,681 116,640 370.63 
116,641 129,600 381.59 
Over 129,601 392.43 


SANITARY SEWER SURCHARGE RATE 95% 


SCHEDULE "C" TO BY-LAW _NO.R84-026 


MISCELLANEOUS RATES FOR WATER 


(Referred to in Section 12(6), (7), and (8)) 


Travelling Shows 


The deposit required from travelling shows is Two Hundred Dollars (200.00) and the fee for 
connecting and disconnecting the water is the charge applicable for the size of the meter plus the 
applicable meter rate as set forth in Section 13 of Schedule "E" to this By-law. 


Tank Trucks 


The rate payable for water supplied to tank trucks at the Region’s coin operated stations remain 
at $0.656 per cubic meter or part thereof. 


Such trucks shall only be supplied at the following locations: 


(i) Norfolk Street (Fire Station), Hamilton 
(ii) | Shavers Road, Ancaster 
(iii) | Dartnall Road, Hamilton 


Areas Outside the Regional Area 


The rate for water supplied to municipalities for the owner or occupier of any lands outside the 
Regional area is the applicable meter rate set forth in Schedule "G", plus fifty per cent (S0%) 
surcharge or other such surcharge as may be specifically defined in the Agreement between the 
Regional Corporation and the municipality, owner or occupier of the lands outside the Regional 
Area. 


(c) 


SCHEDULE "E" TO BY-LAW R84-026 


TABLE OF FERS FOR VARIOUS SERVICES 


Water Service Permit Fees $ 23.00 


Permit fees associated with the supply of water meters as referred to in Section 4(13) of 


Regional By-law R84-026, as amended: 


100 mm diameter (turbine) 2,617.00 
150 mm diameter 4,367.00 


Permit fees associated with the supply of water meters as referred to in the Water Demand 


Control Strategy -Section 8(9) of Regional By-law R84-026, as amended: 


Size 


| 16mmdiameter | 8 17000 8_210.00 
220,00 260100 
270.00 310.00 


#7000 
$80.00 
2,620.00 
2,620.00 
4355.00 


- Schedule "E" continued 


me ) Owners who are not required under this By-law to have a metered water service, but voluntarily 
wish to do so, 


(i) may pay the Regional installation costs pursuant to Section 1(c) of Schedule “E" 
herein, over a five (5) year period by a special charge on their quarterly water bill; 
Or, 


(ii) will be allowed a twenty-five percent (25%) discount on the Regional installation costs 
pursuant to Section 1(c) of Schedule "E" herein provided that the entire net costs be paid 
by the Owner up front. 


Z Permit refund service charge - water **** $10.00 
Sf For superintending the laying of the service 40.00* 
4. For superintending the laying of the service after normal working hours 47.00* 
ay Superintending laying of service - complex development per inspection ***** 25.00 
6. Shut Water off 47.00* 
ah Turn Water on 47.00* 
oe. For turning water on & off during the same call 59.005 
9. Turn off and on for non-payment 95.00" 


(+ penalty) * 


10. | For each Special Water Service to be connected as referred to in Section 4(18) 684.00 


11. Discharge of Water/Sewer Agreements 168.00 
12. Processing of Water/Sewer Agreements 250.00 
13. _- Flow test for fire-fighting design purposes 60.00* 
14. For temporary connections ** 


15 mm - 25 mm diameter (Meter Rate)* + $ 59.00* 
38 mm - 50 mm diameter (Meter Rate)* + 88.00* 
100 mm diameter (Meter Rate)* + 271.00* 


@:. For poor pressure flow tests *** $59.00* 


- Schedule "E" continued 


16. For installation of public drinking fountains 310.00 


17. Pool Charges- supplying water to pools having a capacity of more than 5 cu.m. an annual charge 
of 58.00 


18. | Replacement Cost for Lost Meter: 


$141.00" 
191.00" 


150 mm diameter 


19. Seasonal Water Meter: 


15 mm to 25 mm diameter 60.00* 
38 mm to 50 mm diameter 88.00* 
100 mm plus diameter 278.00* 


20. Testing water meters, referred to in Section 9 of the By-law 


16 mm to 25 mm diameter $ 91.00* 
38 mm to 50 mm diameter 139.00* 
75 mm to 250 mm diameter 324.00* 


21. Repair of broken meter labour + 
parts (+ GST) 


22. For service calls other than previously specified 54.50* 

23. Missed appointment 54.50* 

24. | Meter Open By-Pass 276.00* 
@. Account Set-up/Change Fee 10.00 


Schedule "E" continued 


26. Special Reading Fee 19.00 
27. | Account Breakdown (per year) 11.00* 
28. Status Certificate Fee 24.00 
29. ‘Transfer to Taxes for Non-Payment of Account 22.50 
30. Repair or replace Regional property Cost? 


7% overhead 


31. Superintending laying of service 25.00 

: This charge includes GST. 

ar This service requires a $200.00 deposit. 

os This charge is applicable only on properties tested which have adequate water pressure 


flows and wish to be retested. 


noes A service charge applies for each refund issued. 
ages This was previously included with superintending laying of service - regular. The inspection 
oe) of water service installation/repair for complex development fee is in addition to the regular 


inspection fee, and is for each service from the main meter for the development to each unit 
being serviced. 


SCHEDULE "G" TO BY-LAW _NO.R84-026 


TABLE OF METERED RATES 


EFFECTIVE JANUARY 1 - DECEMBER 31, 1994 


(Referred to in Section 12(2), (3) & (4) & 13(2)) 


A) RESIDENTIAL METER RATES FOR SERVICES WITH A METER 20 MM OR 
SMALLER 


Minimum Charge 


(i) The minimum charge per billing period including the use of the specified volume of 
water is as follows: 


Minimum charge per Quarterly Billing Period $7.43 
For Consumption of the first 14 cubic meter (cu.m.) or part thereof 


Consumption Rate 
(ii) | The consumption charge per cubic meter (cu.m.) for the amount of water used over 


and above the first specified column for the minimum charge per billing period is as 
follows: 


Consumption Rate per Cubic Meter (cu.m.) $0.3449 


B) COMMERCIAL, INSTITUTIONAL AND INDUSTRIAL RATES INCLUDING 
RESIDENTIAL RATES FOR SERVICES WITH A METER GREATER THAN 
20 MM 


Minimum Charge 


(i) The minimum charge per billing period including the use of the specified volume of 
water is as follows: 


Minimum Charge per Billing Period 
Meter size 


Meter size Monthly 
(in mm) (in inches) Billing Billing 
16 mm 5/8" So ely 
aes ar ae 
$13.09 
$1455 
$1729 
$29.96 
$38.3 
a= a 
ea Sie) 
ae e are 
Consumption for 


* Note: Minimum charges for commercial accounts with meter sizes under 25 mm, 
that are billed quarterly, have been reduced. For these commercial customers 
only, minimum consumption is the first 14 cu.m. 


—_— 


25 iim 


38 mm 


SO mm 


ae - 
SS 


Ww 


75 mm 


100 mm 


i Feyared Wie ee 


(ii) | The consumption charge for the amount of water used over and above the first 
specified column for the minimum charge per billing is as follows: 


Consumption Rate per Cubic Meter (cu.m.) $0.3449 


C) SANITARY SEWER SURCHARGE RATE 95% OF WATER CONSUMPTION 


is Bill No. 641 


THE REGIONAL MUNICIPALITY OF HAMILTON-WENTWORTH 
BY-LAW NO. R8 4-026 


BEING A BY-LAW RESPECTING 
THE MANAGEMENT AND MAINTENANCE OF THE WATER WORKS 


gee a ee 
SYSTEMS OF THE REGIONAL MUNICIPALITY OF HAMILTON— 
WENTWORTH AND THE ESTABLISHMENT OF WATER RATES AND TWORTH AND THE BSOTABLISHMENT OF WATER RATES AND 


CHARGES eters Sep See 


_ CONTENTS 


TITLE OR SUB-TITLE SECTION 
Definitions as 
Application of By-law 2 
Administration and Enforcement 3 
Water Service Connections 4 

Application for Water Service 4(1) 
Limit of Diameter of Service Pipe 4(2) 
Location end Installation of 
Service Pie ; 4(3) = 4(7) 
Services to Be Abandoned 4(8) - 4(9) 
Connestion to Existing 12 mm or 16 mm | 
Water Service 4(10) 
Replacement Services to be Metered 4(11) 
Flow Tests 4(12) 
Replacement Service Connection 
Location 4(13) 
Permanent Pavement Restoration 4(14) 
Installation, Maintenance, 
Superintendence & Inspection 
of Service Pipe 4(15) 
Service for Building Purposes 4(16) 
Connection Where Land Not Directly 
Serviced 4( 17) 
Permits, Bonds and Insurance S 
Service Pipe Meters 6 
Work on Private Land 7 
Installation of Water Meters 8 
Requirement 8(1) 
Metered Services to Remain Metered 8(2) 
Accessibility St an) ao wo) 
Fees 3(6) 
Testing of Meters = 3 
Reading Meters 10 


PAGE 


fiah 
14 


14 
LS 
LS 


16 


7 


oy 
the) 
19 


20 
22 


ae 
a2 
22 
Z3 


23 
Ps) 


Z5 


26 


CONTENTS 


TITLE OR .SUB-TITLE SECTION PAGE 
@ ..- Protection Systems pa 27 
Standard Threads Sha GLENS) 2a 
Pressure Pump and Alarm. Check 
Valves Required LECZ) 27 
Check Valves on Every Fire 
Protection System ECs) ae 
Liability for Water Rates 12 23 
Wherever There is a Watermain 21) 28 
Meter Rates E2iC2)) 28 
Residential Meter Rates 52,035) 28 
Commercial, Institutional and 
Industrial Meter Rates 12(4) 29 
Non-Metered Rates 12(5) 29 
Temporary Connections . Doane: 32 
es) Tank Trucks ag) 32 
Street Hydrant Charges 12(8) 33 
Areas Outside the Regional AeeE, 12:95) 38 
Collection of Water Rates 3 33 
Non-Metered Rates esl) 33 
Metered Rates 7S 2) 34 
Discounts for Prompt Payment 133G3)) ‘35 
Notification of Non-Payment 13(4) Eye 
When Meter Does Not Record 
Properly or Can Not Be Read JES Cy) 36 
Remedies for Non-Payment of 
Metered Water Rates 3iC6;) 36 
Turning Off Water | 36 eta) a7 
) Collection by Distress 13(6) (b) 37 


Collection in the Same 
Manner as Taxes 136) Cc) 38 


CONTENTS 


TITLE OR SUS=TLTLE SECTION PAGE 
Protection of Water Users 14 . 38 £ 
To Prevent Damage to Equipment 14(1) 38 
To Prevent Damage to Products LaG2) 39 
To Protect Potability ake) 40 
Prohibited Equipment LS 40 
Special Requirements for Air Conditioning 
Equipment and Product-Cooling Equipment 16 41 
Wasting of Water L7 43 
Suitable Valve Required 1 By Ga) 43 
Lawn-Watering Restrictions aor 2) 43 
Emergency Shortage of Water hy AEP 45 
Miscellaneous Regulations and Prohibitions 18 45 


Cneck Valve Required Where 


Two or More Services PSCL ee cle 2) 45 
Protection from Frost 18(3) 46 e 
When Premises Vacated 18( 4) 46 

When Notice to Commissioner of 

Engineering Required 735) 47 
Unauthorized Use of Street Hydrants 18(6) 47 

Use of Water from Private Fire 

Protecticn System 187) 48 

Private Swimming Pools 18(8) 48 


Maintenance of Water Service 
Connection under Water Service 


Agreement 18(9) 48 
Division of Land 13(10) 49 
Service Charge L8C1T) 49 


CONTENTS 


TITLE OR SUB=TITLE SECTION PAGE 

| 9 3chedules 19 50 
Prohibition | 20 50 
Penalties Pal 50 
Person in Default - Work Done By Region ae 50 
Short Title 23 spk 
By-laws Repealed 240 yk 
Effective Date 25 5b 


Schedules A to F 


REGIONAL MUNICIPALITY OF HAMILTON-WENTWORTH 


BY-LAW NO. 84-026 


To consolidate tne contents of certain Regional By-laws 
respecting water inanagement, distribution, and maintenance 
of water systems in the Regional area, and respecting the 


establishment of water rates and charges. 


WHEREAS it is provided by section 96 of The Regional e 
Municipality of Hamilton-Wentworth Act R.S.O. 1980, Ch. 437, 

that on and after January l, 1974, the Regional Corporation 

shall have the sole responsibility for the supply and 

distribution of water in the Regional Area and that all 

provisions of any general Act relating to the supply and 

distribution of water and the financiny thereof by a 

municipal corporation and all provisio.is of any special Act 


relating to the supply and distributicn of water and the 


financing thereof by an area municipality apply with 
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Waterworks By-law (cont'd) 


necessary modifications to the Regional Corporation, except 


the power to establish a public utilities commission, and 


WHEREAS the Regional Corporation is empowered under Part III 
of the Public Utilities Act, R.S.0. 1980, Ch. 423, (which is 
made applicable to the Regional Corporation by section 96 
(l) of The Regional Municipality of Hamilton-Wentworth AGE), 
to pass By-laws for the maintenance and management of the 
Regional Waterworks System and to fix rates or charges Lor 


the supply of water, and 


WHEREAS Part XIX of the Municipdal Act R.S.O. 1980, Ch. 302 


applies to the Regional Corporation, and 


WHEREAS the Regional Council considers it advisable to pass 


a By-law respecting the foregoing matters, and 


WHEREAS it is advisable for efficient administration to 
repeal Regional By-law No. R79-171 as amended by By-laws 
Nos. R79-180, R79-194, R80-034, R80-080, R81-092 and to 


consolidate their contents into one By-law. 
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Waterworks By-law (cont'd) & 


NOW, THEREFORE, THE COUNCIL OF THE REGIONAL MUNICIPALITY OF 


HAMILTON-WENTWORTH ENACTS AS FOLLOWS: 


DEFINITIONS 
Lis In this By-law, unless the context otherwise requires, 
(a) "applicant" means the Owner or his Authorized 


Agent who may be required to sign forms supplied 
by rhe Regional Corporation authorizing various 
works in regard to such service. 

(b) "approved" means having the approval of the 


Commissioner of Engineering. 
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Waterworks By-law (cont'd) 


Ce) 


(d) 


(e) 


Ce) 


"Area Municipality" means any one or all of the 


following: 

(2) The Corporation of the City of Hamilton, 

Gis) The Corporation of the Town of Dundas, 

Ciias) The Corporation of the Town of Stoney 
Creek, 

GLY) The Corporation of the Town of Ancaster, 

(v) The Corporation of the Township of 
Glanbrook, 

Ci.) The Corporation of the Township of 


Flamborough, as constituted by Section 
2 of the Regional Municipality of Hamiltcn- 


Wen worth Act, RwSs0s 1980, Ch. 437 


"Commissioner of Engineering™ means the 
Commissioner of Engineering for the Regional 
Corporation or such person as is duly 


authorized to act in his stead, 


"Commissioner of Finance" means the Commissioner 
of Finance for the Regional Corporation or such 
person as is duly authorized to act in his stead, 
"consumer" means any owner, tenant or lessee 

or occupier of lands who may have occasion to 
make use of any water service connection to a 


property which he occupies in the course of his 
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Waterworks By-law (cont'd) 


residence or in the operation of a business, 
(g) "Owner" means any registered owner of land or 
buildings thereon, or any authorized agent, 
contractor, employee, tenant or servant 
representing such owner, who is responsible for 
the continued service of his land with water, 
which land or buildings are located within the 
Regional area and which may be serviced with 
water from the watermain distribution system of 


the Regional Corporation, and, 


(hh) "Occupant" means any person who has actual or ad 
implied use, poss:ssion or control of any land 
or buildings thereon located in the Regional 
Area and which may be serviced with water from 
the watermain distribution system of the Regional 
Corporation and includes any agent, contractor, 


servant or employee of such occupant, and 


pu) "plumber" means any person, group, owner, 
firm, company, corporation or contractor who 
holds himself or themselves out as plumbers, 
pipefitters, or earthmoving contractors who 
engage in the work of installing pipes for the 


purpose of carrying potable water, and 
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Waterworks By-law (cont'd) 


(k) 


Gi) 


(m) 


(n) 


"premises" means the building or structure which 
it services with a water connection from the 
water distribution system of the Regional Corp- 
oration and Gnich is located on publicly or 
privately owned property within the limits of 
the Regional Municipality, and 

"prime user" means the premises for which the 
service connection was originally installed and 
which contains the curb stop. 

"Region" or "Regional Area" means the area from 
time to time included within the Area 
Municipalities established pursuant to section 2 
of The Regional Municipality of Hamilton- 
Wentworth Act, and 

"Regional Corporation” or “Regional Municipality" 
means the Regional Municipality of Hamilton- 
Wentworth, as constituted by section 4 of the 
Regional Municipality of Hamilton-Wentworth Act 


ReSsOo sb9G0 cn. eas) 


"Regional Council" means the Council Ge che 


Regional Corporation, 
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Waterworks By-law (cont'd) ; e 


(oO) 


Cp) 


(q) 


©] 


(s) 


Ce) 


"Regional Solicitor" means the Solicitor for the 
Regional Corporation or such person as is duly 
authorized to act in his stead, 

"service connection" means the service pipe 
connected to the watermain distribution system 
which is designed to carry water from this 
system to the street line, or from the distribu 
tion system to the limit of the water works 
easement, 

"service pipe" means a water pipe connected as 


in paragraph (p), 


a) 


"shared service" means a water service which 


supplies water to more: than one premises wrich 


are connected with the yard service or within a 
premises and which are controlled by a common 
curb stop. 

"subsequent user" means a premises sharing a yard 


service with a prime user. 


"yard service" means the service pipe connected 


to the service connection at the street line or 
limit or the water works easement, which is 
designed to carry water from the street line, or 
the limits of the water works easement, to lcznds 


or buildings, & 
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2) ‘Waterworks By-law (cont'd) 


(u) "Waterworks" means the eeivatns structures, 
plant, machinery, equipment, appurtenances, 
devices, conduits, intakes, outlets, under- 
ground pipelines and installations, and other 
works designed for the production, treatment, 
transmission, distribution and storage of water, 
and includes lands occupied for such purposes 
and uses. | 


APPLICATION OF BY-LAW 


2s The provisions of the By-law do not authorize the 
& | introduction of any watermain or service connection 
into any lands or premises outside the limits of the 
Regional Area, and no watermain or service connect- 
ion is to be introduced into any lands ee premises 
outside the Regional Area, except by written agree- 
ment with the Regional Corporation. 
ADMINISTRATION, ENFORCEMENT AND PROSECUTION 
S (1) Except as peneres se expressly provided, in this 
By-law, the Commissioner of Engineering is responsible: 
(a) for the administration and enforce- 
ment of all the provisions of this 
By-law, and 
(b) for the laying of watermains and 
© services, installing hydrants, valves 
and all construction and maintenance 


pertaining to or 
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Waterworks By-law (cont'd) 


(2) 


C3) 


incidental to the waterworks system of 

the Regional Corporation as authorized 

by Regional Council. 
The Commissioner of Engineering or Commissioner 
of Finance may at all reasonable times and foe 
giving at least twenty-four (24) hours notice to 
a consumer enter any part of the building or 
other premises of such consumer to which water is 
supplied for the purpose of inspecting or 
repairing, or of altering or disconnecting any 
service pipe, wire ae rod, ox attachment, within 
or without the building, or for placing meters or | & 
remote readers upon any service pipe or 
connection wena or without the building as he 
considers expedient and for that purpose or for 
the purpose of protecting or regulating the use 
of the meter or remote readers may set them or 
alter the position of them or disconnect any 
service pipe. 
The Regional Commissioner of Finance is 


responsible for billing and collecting of all 


water rates and charges fixed here- 
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) Waterworks By-law (cont'd) 


under except as otherwise provided under 


this By-law. 


WATER SERVICE CONNECTIONS 


Application for Water Service 


4. 


Gl) 


Wherever there is a Regional Watermain in a 
highway or other public communication, the 
owner or occupant of any abutting lands which 
are within the Regional Area and which may be 
readily supplied therefrom and who is desirous 
of connection with such watermain- 

(a) shall attend and make application to 
the Commissioner of Engineering ona 
prescribed form for a permit for water 
supply service for domestic or fire 
purposes and where the service pipe to 

= installed is 50mm or more in diameter, 
detailed plans acceptable to 
the Commissioner of Engineering, shall 
be filed with the application, and, 

(b) shall pay to the Regional Corporation 


the amounts as set forth in Schedule E 


be 
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Waterworks By-law (cont'd) : e 


to this By-law, for the cost of the 
water service permit the superintending 
of the laying of the Service Connection 
and the Yard Service or both, the 
installing of the Water Meter and Remote 
Reader and the turning on of water. 
Limit of Diameter of Service Pipe 

(2) (a) No connection shall be made, at the 
watermain, of a service having a diameter 
larger than the watermain, except that a 
150mm fire service may be increased after 
leaving the watermain. 

(ah) No connection shall be made Of ior tora 
service pipe having an inside diameter of 
less than 20mm. except as authorized 
under sub-section (10) of this section. 

Location and Installation of Service Pipe 
(3) Every service pipe from the watermain to the 
building or other place to which the water is to 
be taken is to be laid in a straight line and at 
right angle to the watermain, as nearly as 
practicable in the opinion of the Commissioner of 


Engineering, but two service connections from 


the watermain to the curb stops may be installed e 
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| J Waterworks By-law (cont'd) 


(4) 


(3) 


(6) 


in one common trench to service two properties 
providing that the individual services are 

a minimum of 300mm apart, and the yard services 
are located on individual properties as least lm 
from the lot line separating two properties. 
Where the owner or occupant in his application 
under sub-section (1) of this section indicates 
to the Commissioner of Engineering the place to 
which the supply is to be taken and the pipe 
laid, the pipe is to be laid as indicated. 

Where the owner or occupant does not indicate in 
his application under sub-section (1) of this 
section the plece to which the supply is to be 
taken and the pipe to be laid, and the pipe has 
consequently to be relaid at any time ina 
different position, every such relaying or change 
shall be at the expense of the owner or the 
occupant of the lands or premises. 

Where excavation of bedrock is required over 
more that twenty-five per cent (25%) of the 
length of the trench, in order to install the 


water service, then the installation of the 
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Waterworks By-law (cont'd) € 


79 


water service pipe may be permitted in the 

same trench as the yard sewer and private drain 

connection provided that all of the following 

conditions are complied with to the satisfaction 
of the Commissioner of Engineering. 

(a) that all water service pipes are laid 
1.6m below finished grade with a mini- 
mum of 150mm of granular material under 
such pipe, and 

(b) That the crown of the yard sewers or 
private drains in all places are not less 
that 300mm below the invert of the water 
service pipe, and 

Ce} that the yard sewers and private drain 
connections are installed prior to the 
water service pipe. 

Where installation is not permitted in the same 

trench in accordance with the provisions of sub- 

section (6) of this section, ere water service 
pipe is to be laid in a separate trench from the 


yard sewer or private drain connection and the 


yard sewer or private drain connection is to be 
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Waterworks By-law (cont'd) 
» a distance of at least 2m from the water service 
: pipe, measured horizontally between the closest 
parts of the water service pipe and the yard 
sewer or private drain connection. 
Services to be Abandoned. 
(8) Where a replacement service or additional service 
. ee increase the water supply is required for an 
existing premises, then the replaced service must 
be disconnected at the watermain. The owner of 
the premises is responsible for the entire cost 
of installing the replacement or additional 
service, and disconnecting any service. 
(9) Where any premises to be demolished has 2 water 
ee . service of less than 20 mm diameter, the:. the 
| service shall be disconnected at the watermain 
except where re-use of the existing service is 
authorized under sub-section (10) of this 
section. The owner of the premises is 
responsible for che entire cost of disconnecting 
the water service and installing any replacement 
service. 
Connection to Existing 12 mm or 16 mm Water Service 
(10) Notwithstanding Sub-section 4(2)(b) and, 4(9) if 
. the existing water service to the premises has a 
nominal diameter of 12 mm or 16 mm, and a water 
service flow exceeding 0.3 1/s, then.the owner 
& May connect the new building to the existing 12 
mm or 16 mm diameter water service upon execution 


and registration on title to the premises by the 
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Waterworks By-law (cont'd) £ 


Region, and such service shall be a metered water 
service. If a replacement water service 
connection is required to the premises to 
increase the water supply, then the replacement 
and disconnection shall be carried out at the 
cost of the owner. 

Installation, Maintenance, Superintendence, and Inspection 

of Service Pipe 

(ll) As of the date of passing of this By-law, all 

replacement water services are to be metered 


water services. 


(12) Notwithstanding sub-section (8), where the flow 
through an existing 12 mm water service has been 
recorded by the Commissioner at the .service entry 
point inside the building then the following 
criteria shall apply: 

(a) Less than 18 litres per minute, the owner 
May make application for a permit to engage 
a contractor bonded with the Regional 
Corporation in accordance with section 5 of 
this By-law, to replace the yard service at 
the cost of the owner. Following such 
replacement, the Commissioner shall replace 


the service connection at no cost to the 


Owner; or 
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Waterworks By-law (cont'd)- 


(b) Flow of 18 litres per minute or greater, 
the owner may make application for a permit 
to engage a contractor bonded with the 
Regional Corporation in accordance with 
Section 5 of this By-law, to replace the 
yard service and the service connection at 
the total cost to the owner; or 

(c) Where a water service is shared, the 
provisions of this section shall apply to 
the “prime user" premises with the aeeeotied: 
that, in accordance with sub-section (a), if 
a flow of less than 18 l/min has been 
recorded at the subsequent user premises, 
the service connection installation cost 
shall be shared equally by the Corporation 
and the owner of the premises. 

(13) Wherever practicable, replacement Service 
Connections shall be located in the same location 
as that being replaced in order to eliminate the 
need for an additional excavation to abandon the 
old service at the watermain. Where this is not 
practicable and an additional excavation is 
required, such excavation and permanent 
restoration shall be at the total cost to the 


owner. 
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Waterworks By-law (cont'd) 


(14) 


(5) 


Wherever a pavement is excavated by a bonded 
contractor for the purpose of installing, 
replacing or abandoning a water service 
connection, a permanent repair to the pavement 
shall be carried out by the Regional Corporation 
at the total cost to the owner except as in 
8(10)(c) where the cost shall be shared equally 
between the owner and the Regional Corporation. 
All service pipe shall be laid down and 
maintained in eee repair in compliance with the 
provisions of the Public Mtilities Act, R.S.O., 
1980, Ch. 432, as amended, and the design and 
specifications shall be satisfactory to the 
Commissioner of Engineering. 

(a) where a service connection and yard service 
are laid or a yard service repaired by the 
owner or occupant of the property affected, 
the Commissioner of Engineering or his 
des: gnate shall inspect the work and shall 
have the right and authority to inspect or 
superintend the work or connection 
therewith, and no person shall use such work 
or connection until inspected and approved 


and no water shall be turned on except 
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& Waterworks By-law (cont'd) 


(b) 


CS}) 


(d) 


by the said Commissioner or such person 
Awan evaces by him until such work or 
connection has been inspected and 
approved by the Commissioner of Engin- 
eering, and the owner or occupant shall 
pay a fee for such inspection or super- 
intendence as set out in Section 2 of 


Schedule "E" to this By-law, and 


the expense of inspecting a service 


connection and turning on water there- 
fore, from the watermain to the limit 
of the street, shall be borne by the 
owner or occupant of the land or build- 
ing to be serviced as set out in sub- 
section (1) of this Section, and 

all work involved in the maintenance of 
service connections is to be performed 
by the Regional Corporation or its 
contractors or agents, and 

where a service pipe is frozen, the 
Commissioner of Engineering may cause 
it to be thawed for the fee set forth 
in section 6 of Schedule "E" to this 


By-law. 


Waterworks 
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By-law (cont'd) 


Service for Building Purposes. 


(16) 


Connection Where 


(aie 


Notwithstanding sub-sections (3) to (7) of this 
section, the Commissioner of Engineering may 
approve installations whica deviate from the 
requirements of sub-sections (3) to (7) of this 
section, for water services installed for 
building purposes at the rates set forth in 


Schedule "E" to this By-law, and the rates for 


water supply shall be as described in Schedule 


"3" to this By-law. 

Land Not Directly Serviced 

Where a parcel of land abuts a highway Or other 
public commurication, in which there is no public 
watermain to which such parcel may readily be 
connected, but there is some other public 
watermain to which the land may be readily 
connected, and for the cost of which such parcel 
has not been specially assessed, such parcel may 
be connected to such other public watermain only 
after the owner of the parcel has applied to and 
received written permission from the Regional 
Corporation to enter into a Special Water 
Servicing Agreement for such parcel. Upon the 


owner receiving the written consent, the owner 
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(1) 


(2) 


must execute and register on title, the said 
Agreement, and the owner of the parcel is to pay 
£0 the Region the rate as described in Schedule 
"RB" to this By-law for each special water service 


to be connected. 


PERMITS, BONDS, AND INSURANCE 
With the exception of work done by duly 
authorized servants or agents of the Regional 
Corporation, no person is to perform or commence 
any work of constructing, re-constructing, 
installing, altering, repairing or connecting the 
whole or any part of any rater service or any 
appurtenance thereof, except pursuant to a 
permit signed by the Commissioner of Engineering 
or his designate and only in accordance there- 
with, and only after obtaining the necessary 
permit from the appropriate Road Authority and 
any other Statutory Agency. 
The permit referred to in sub-section (1) of 
this section is not to be issued until the 
person who is to do the work has seposiead with 


the Regional Corporation, 
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(a) an indemnity bond, issued by a surety 
company licensed to carry on business in 
Ontario, in a form acceptable to the 
Commissioner of Finance and the Regional 
Solicitor for the sum of $5,000.00, which 
is to guarantee payment to the Regional 
Corporation of the cost. ‘to it of all 
works and repairs which may be required 
to be carried out by it, as a consequ- 
ence of that person's performance of the 


work, during each year and for a period 


of two 2)! veers acter ‘completion of ee 
work, and | 

(b) a certificate of insurance in the amount 
of $100,000.00 for property damage and 
$200,000.00 £or public liability, paid 
up to a date subsequent to the date for 
completion of the work for which the 
permit is issued and such insurance, 
(i) is to be issued by a company 
licensed to carry on business in Ontario, 


and 
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work 


Ci) 1s sto bein a form that 1s accept— 
able to the Commissioner of Finance and 
the Regional Solicitor. 
Service Pipe Meters 
Every service pipe introduced into a building is to be 
introduced so as to provide for the installation 
of a water meter in the manner shown in Schedule "D" to 
this By-law. 
on Private Land 
No works to be done by the Commissioner of Engineer- 
ing on private land except as otherwise provided under 
this By-law, and under such other emergency 
circumstances as the Commissioner of Engineering 
considers necessary to carry out the provisions of this 
By-law. 


~~ 


= INSTALLATION OF WATER METERS 


Requirement 


8. 


C5) Water meters equipped with remote readers are 
to be installed, 
(a) on all services in the Regional 
Area for which the owner or occupant 
is required to pay meter rates as set 
out in sub-section (2) of Section ll 


of this By-law, and 
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(b) on any service which is introduced 
into any area or premises outside the 
Regional Area by written agreement 
with the Regional Corporation, and 

(c) owned and maintained by the Regional 
Corporation at the expense of the 
Regional Corporation, and 

(d) by the Regional Corporation after the 


-date of the enactment of this By-law. 


Metered Services to Remain Metered ; 
(2) Any metered water service in use before or after 
the enactment of this By-law is to remain a 


metered water service. 


Accessibility 
(3) Every water meter and remote reader shall be 
installed and maintained in a readily access- 
ible manner, with the water meter located at 
the point where the service pipe enters the 
building, except that 
(a) where, in the opinion of the Commi ss- 


ioner of Engineering such location is 
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unsuitable, the water serie Ssupply- 
ing a residential or commercial 
property may be continued, in a manner 
approved by him, under a floor from the 
point of entry to a suitable meter 
location wieide the building, or 
(b) where a suitable location inside a 
building cannot be made or where the 
building is more than 60m from the 
property line where the service pipe iz 
to be introduced, the meter is to ve 
installed and maintained in a readily 
accessible manner at the property line, 
in a properly drained and otherwise 
suitable meter chamber and eran chamber 
is to be constructed and maintained by 
rca: the expense of the owner or 
occupant of the land or building, but 
Cay no connections for domestic purposes 
shall be made prior to the water meter. 
(4) Where any such water meter is not accessible 
to a service truck, the Regional Corporation 
is not liable for damage to lawns or gardens 
9 by the truck, in the event of need for such 
access for purposes of repair or removal, or 


other necessary purposes. 
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(5) Every metered water service is to be provided 
with a suitably-valved by-pass, except where 
the service supplies only a single family 
dwelling unit. 
Fees | 
(6) . Fees for the installation of water meters and. 
remote readers are to be as set forth in section 


1 (b) of Schedule "E" to this By-law 


TESTING OF WATER METERS 

o2 Any cwner or occupant may at any time have his meter 
tes+ed by the Commissioner of Finance upon meking 
application in writing to the Commissioner of Finance, 
and making a deposit in the amount specified in 
Scuedule "E"™ to this By-Law, and in such case the 
Commissioner of Finance shall, as soon thereafter as 
is practicable, make mutually convenient arrangements 
to test the meter in the presence of the applicant. [In 
the event the meter measures accurately within the 
Tmnuescciee es accepted limit of variation, the expense 


of the test is to be borne by the applicant. 
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out of his deposit. If the meter does not measure 
accurately within such limits, the expense of the 

test is to be borne by the Regional Corporation, and-a 
discount for cost of water service, that is reasonable 
in the circumstances, and in the opinion of the 
Commissioner of Finance, shall be allowed for the 


previous and current quarterly billing. 


Reading Water Meters 


LOK 


Every owner and occupant of premises where a water 


meter is installed shall ensure that the periodic 


-reading of such meters by the employees of the 


Regional Corpora:ion, or other authorized persons 
who are assigned to that duty, is facilitated in 

all reasonable ways, and the failure of the owner 

or occupant to do so, or to make reasonable arrange- 
ments for such reading, is an offence under this 
By-law, and the hindering or obstructing by any 
person of any such employee in the carrying out or 
attempted carrying out of such duty is an offence 


under this By-law. 
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FIRE PROTECTION SYSTEMS 

Seamer Threads 

Le. 4a No person shall install or maintain on any 
private fire protection system which is 
connected or to be connected to the Regional 
waterworks system, any hydrant or valve which 
is different from the standard in use in the 
Area Municipality involved with respect to 
nozzle or stem threads, nozzle connection or 
operating nuts. 

Pressure Pump and Alarm Check Valves Required 

(2) No person shall install or maintain an 

automatic sprinkler sysiem in direct 
connection with a service pipe from a 
Regional main, unless there is interposed 
one alarm check-valve in each riser, 
effectval to prevent the escape of water back 
into the Regional main, and also to activate 
an alarm when water flows through the valve 
from the main. 

Check Valve on Every Fire Protection System 

(3) No person shall install or maintain any fire 

protection system unless the same is equipped 
with suitable check valve effectual to prevent 
the escape of water back into the Regional main 


unless otherwise approved by the Commissioner of 


Engineering. 
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LIABILITY FOR WATER RATES 


Wherever there is a Watermain 

1200 2G) ‘The owners and occupants of all lands in the 
Regional Municipality, who are supplied with 
water from a Regions watermain are liable to 
pay water rates as provided in this By-law and 
its Schedules. 

Meter Rates 

C2) Except as otherwise provided in sub-section 

(5S) of this section, and except for water for 
fire protection purposes for which witer no 
rate is payable, the owners and occupants of 
all lands supplied with water from a Regional 
watermain are liable to pay meter rates as set 
forth in sub-sections (3), (4) and (5) of rae 
section, and more particularly described in 
Schedule "B", and are liable for the minimum 
rate until the meter is removed, whether the 
water is being used or not. 

Residential Meter Rates 

(3) The owners and occupants of all lands with a 


metered residential service consisting of, 
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(a) a service connection metered by a 20mm 
or smaller water meter are to pay a 
Residential Meter Rate ae set forth in 
Section 1 of Schedule "B" to this By- 
law, and 

(b) a service connection metered by a 25mm or 


larger water meter are to pay a Commer- 


cial, Institutional and Industrial Meter 
Rate as set forth in Section 2 of 


Schedule "B" to this By-law. 


Commercial, Institutional and Industrial Meter Rates 
(4) The owners and occupants of all lands with a 
metered service other than a residential 
service described in sub-section (3) of this 
section are to pay the Commercial, Institu- 
tional and Industrial meter sate as set forth 
in section 2 of Schedule "B" to this By-law. 
Non-Metered Rates 
(5) The owners and occupants of all lands 
(a) within the City of Hamilton with respect 
to which water rates are payable and 
which since prior to 1975 have only a 


20mm or smaller non-metered residential 
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service to a separately assessed 
dwelling in which not more than one 
family resides and in which there is 
installed only water-using equipment 
normally found in a single family 
dwelling 
(i) are not liable to pay meter rates 
as set forth in section 1 of Schedule 
"B" to this By-law, but, 
(ii) are liable to pay a non-metered 
9 3 annual rate based on the assessment 
used to calculate the taxes on land 
and buildings for the same year as set 
forth in Schedule "A" to this By-law, 
however, any owner or occupant of lands 
may have a meter installed upon making 
application in writing to the 
Commissioner of Engineering and paying 
the fee set forth in Schedule "E" to this 
By-law, and he is to thereupon pay the 
applicable meter rate set forth in 


Schedule "B" to this By-law, and 
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(b) 


Ce) 


(d) 


within the Town of Stoney Creek with 
respect to which water rates are payable 
and prior to 1975 were paying a flat rate 


charge, are not liable to pay meter rates 


as set forth in section 1 of Schedule "B" 


to this by-law, but are liable to pay a 
flat annual rate as set forth in Schedule 
"A" to this By-law, but any owner or 
occupant of lands may have a meter 
installed upon making application in 
writing to the Commissioner of 
Engineering and paying the fee set 

forth in Schedule "E" to this By-law, 
and he is to thereupon pay the 
applicable meter rate set forth in 
Schedule "B" to this By-law, and 

within the City of Hamilton and the Town 
of Stoney Creek with respect to which 
non-metered water rates are payable and 
in or upon which lands there is a pool 
having a capacity of more that 5m3 are 
to pay an annual charge for water supply 
to the pool as set forth in Section 8 of 
Schedule "E". | 
notwithstanding sub-sections (a), (b) and 
(c) of this section, wherever a water 
service is replaced or a water service 


agreement as referred to in section 4, 
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sub-section (10)has been entered into, 
the water service shall at that time 
become a metered water 
service. 
Temporary Connections 
| | (6) pee will be supplied at meter rates to 
travelling shows and for other temporary 
occasions upon application in writing 
accompanied by a deposit in the amount set 
forth in section 1 of Schedule "C" to this 
a) By-law, from which there is to be Beaeee ed 
first a fee in the amount shown in the said 
Schedule "C", for connecting and dissonnect- 
ing, and then the amounts due for water used. 
On the water supply being disconnected, the 
net amount of the deposit is to be returned to 
the water user, but if the amount of the deposit 
should be exhausted while the continuance of the 
supply is still required, the water supply will 
be shut off unless a further deposit is made. 
Tank Trucks 
C7) Tank trucks may be supplied with water but only 
at the locations and at the rates shown in 


>) section 2 of Schedule "C" to this By-law. 
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Street Hydrant Charges 

(8) Each Area Municipality shall be charged the 
amount set forth in Section 3 of Schedule "C" 
to this By-law for each street hydrant connected 
to the Regional Waterworks System to cover. the 
cost of providing water for fire protection, 
sewer flushing and street flushing and to 
partially defray the capital and operating costs 
of plant and equipment required for fire 


protection purposes. 


Areas Outside the Regional Area 2 


(9) Where the Regional Corporation enters into an 


agreement with a municipality or the owner or 


occupant of any land which is outside the 
Regional Area or where the Regional Corporation 
takes over existing agreements with a municipal- 
ity or the owner or occupant of any land which is 
outside the Regional Area then charges will be 
made as set forth in section 4 of Schedule "C" 
to this By-law. 
COLLECTION OF WATER RATES 
Non-Metered Rates 


Less GLa) Non-metered water rates are, 
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(a) to be calculated on the basis of the last 
revised assessment roll of the Area Muni- 
Cipality together with any supplementary 
assessment rolls, and 

(b) to be added to the collector's roll of 
the Area Municipality in the same manner 
as taxes and are subject to the same dis- 
counts, interests and penalties as for 
taxes, and the rates so collected by any 
Area Municipality are to be forwarded to 
the Commissioner of Finance within the 
time prescriied in the Agreement between 
the Regional Corporation and the Area 


Municipality. 


Metered Rates 


(2) 


Accounts for metered water rates are to be sent 
at any of such periods as are set forth in 
Schedule "B" to this By-law, by the Regional 
Commissioner of Finance, or by an Area Municipal- 
ity, Public Utilities Commission or other body 
acting on behalf of the Commissioner of Finance 


under Agreement with the Regional Corporation and 
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if these accounts are sent by an Area 
Municipality, Public Utilities Commission or 
other body then the rates so collected are to be 
soaeaea to the Commissioner of Finance within 
the time prescribed in such Rie aiaites 
Discounts for Prompt Payment 

e)) A discount for prompt payment is to be allowed on 
current metered water rates as set forth in 
section 3 of Schedule "B" to this By-law. 


Notificaczoen of Non-Payment 


(4) Where an account for metered water rates remains 
unpaid fifteen (15) days after the expiration of 
the discount: period, a notice of non-payment is 
to be sent by the Commissioner of Finance or on 
his behalf by ordinary prepaid mail. If the 
account remains unpaid thirty (30) days after the 
expiration of the discount period, a final notice 
is to be sent by the Commissioner of Finance or 
on his behalf by ordinary prepaid mail advising 
that if the account continues unpaid ten (10) 
days after the mailing of such final notice, the 
water may be turned off or the arrears May be 


collected by distress, or the arrears may be 


added to the collector's roll and collected in 


the same manner as taxes. 


= | Waterworks 


When Meter 


Ce 
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does not Record Properly or Can Not Be Read 

In the event of a water meter failing to 

record properly, or where the meter-reader is 
unable to obtain a reading, the person or 
persons liable to pay the meter rates are liable 
to pay the same for an amount of water estimated 
on the basis of a corresponding period in the 
immediately previous year, or, where the water 
user did not occupy the same premises for the 
same period during the corresponding period in 
the previous year, then on the basis of a simiiar 
period in the current year, or where that 22 not 
applicable then the water user is liable for the 
applicable minimum charge as set forth in 


sections 1 and 2 of Schedule "B" to this By-law. 


Remedies for Non-Payment of Metered Water Rates 


(one 


Where an account for metered water rates remains 
unpaid, the Regional Corporation may proceed in 
any or all of the following ways to collect such 


rates: 
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Turning Off Water 

(a) The Commissioner of Finance may notify 
the Commissioner of Engineering of any 
account remaining in arrears forty (40) 
days after the expiration of the discount 
period and upon receipt of such notifica- 
tion the Commissioner of Engineering may 
cause the water to be shut off and not 
turned on again until payment is made of 


all metered water rates outstanding, plus 


a fee for turning off the water and 
turning on the water in the amounts set 
forth in section’ 5, of Schedule. “E” to 
this By-law, or water may he turned off 
where a meter has not been installed 
pursuant to Section 8 herein, or 

Collection by Distress 

(b) arrears of metered water rates may be 
collected by distress upon the goods and 
chattels of the person or persons who are 
liable to pay the same, or upon any goods 
and chattels in the possession of such 


person or persons, wherever the same may 


be found in Ontario, or 
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Collection in the Same Manner as Taxes 

(ec) | the amount of all metered.water rates 
remaining unpaid forty (40) “days after 
the expiration of the discount period 
may be entered on the collector's roll 
of the Area Municipality and collected in 
the same manner as taxes, and are subject 
to the same interest and penalties as for 
taxes. Within ten (10) days after such 
action has been taken a written notice te 
that effect is to be sent by the Commiss- 
ioner of Finance, by ordinary prepaid 
mail, to the owner and occupant of the 
premises as set out in the last revised 
assessment roll. 


PROTECTION OF WATER USERS 


To Prevent Damage to Equipment 

he Pore G2 5), No direct connection shall be made, maintained or 
used between a service pipe from the Regional 
main and any steam boiler, condenser or other 
plant or equipment liable to damage as a result 


ES] of the shutting off of the water, or as a result 


Waterworks 


To Prevent 


(2) 


page 39 


By-law (cont'd) 


of fluctuations in water pressure in the 
Regional main, but in all such cases,’ either the 
water for such equipment is to be drawn from a 
tank into which the water has first been dis- 
charged from the service pipe, or some other 
suitable arrangement, acceptable to the 
Commissioner of Engineering, is to be made to 
protect such equipment. 


Damage to Products 


No direct connection shall be made, maintained or 


used, between a service pipe from the Regional 
Main and any food vat or other plant or equipment 
in which the quality of any product might be 
adversely affected by fluctuations in the 
quantity or quality of any water supplied, but in 
all such cases, either the water for such purpose 
is to be drawn from a tank into which the water 
has first been discharged from the service pipe, 
or some other suitable arrangement, acceptable to 
the Commissioner of Engineering, is to be made to 


protect the product. 
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To Protect Potability 


G3)s 


ce) T3 aGl) 


(2) 


No person shall install, maintain or use any 
connection with any part of a water supply 
system which is or may be connected to a 
watermain of the Regional Corporation, where- 
by foreign matter, non-potable water, or water. 
from a private well may enter the Regional 


water system. 


PROHIBITED EQUIPMENT 


No person shall install, maintain or use in 
connec,.ion with any part of the Regional water- 
works system any sump pump or other device 
deriving power from the Regional waterworks 
system or any other water-using equipment not 
normally found in a plumbing system. 
Sub-section (1) of this section is not to be 
deemed to prohibit a steam or warm water heat- 
ing system, water-using garbage disposal 


equipment or swimming pool. 
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16. 


(i) 


(2) 


SPECIAL REQUIREMENTS FOR 


AIR CONDITIONING EQUIPMENT 


No person shall install, maintain or use in 
connection with a Regional water service, any 
air-conditioning equipment regardless of size 
which uses water for cooling, unless such air 
conditioning equipment is provided with a suit- 
able evaporative condenser, cooling tower, spray 
pond, or other suitable water cooling system of 
sufficient capacity to ensure that after the 
svstem is initially filled the flow of water 
from the Regional :ater supply will not exceed 
0.5 litre per minute Saragin of the rated cooling 
capacity, which means the capacity to remove 
energy as heat, at the rate of twelve thousand 
six hundred and sixty kilojoules per hour 
(22,7660 -kj/h>.. 

Where all the cooling water discharged from an 
air-conditioning unit is collected, stored and 
re-used in a commercial or industrial process, 
written permission may be granted upon applica- 
tion to phedcemmilss( der of Engineering, to use 
such air conditioning unit without installing the 
water saving devices required under sub-section 


(l) of this section. 
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(3) 


(4) 


Notwithstanding the provisions of this section, 
any equipment which does not conform to the 
requirements of this section’ but which was in use 
on or before the lst day of January 1974 and has 
been in regular operation since that date may be 
continued in use for a period not extending 
beyond the lst day of January 1984 so long as 
such equipment is not increased in capacity or 
re-placed or substantially reconstructed in the 
opinion of the Commissioner of Engineering. 
Notwithstanding subsection (1) of this section 
where a cooling unit. of air conditioning equip- 
ment is used to serve a building, or part thereof 
and does not use in excess of 30 litres of water 
per minute, it may be used without the 

pe eeniieet on of water saving devices as required 
under sub-section (1) of this section providing 


the service is metered. 
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WASTING OF WATER 

Suitable Valve Required 

Lives 3 (EE) No person shall install, maintain or use any 
device in connection with a service pipe 
from the Regional main, unless 
the same is equipped, in the opinion of the 
Commissioner of Engineering, with a suitable 
valve or other device which prevents needless 
waste of water from the Regional mains. 


Lawn-Watering Restrictions 


(2) No owner or occupant of any lands or premises, 
or any other person, shall water or permit tc 
be watered any lawn, garden, or any sidewalk 
or roadway, except during the days specified 
below. Where the nature of the use of a lawn, 
garden, sidewalk or roadway does not.permit 
watering in accordance with this section, the 
Commissioner of Engineering may issue a permit 


for watering during specified days: 
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(a) In areas having municipal street 


addresses: 


Ci) 


Cia) 


on that side of the street where 
the municipal numbers are odd, 
lawns, gardens, sidewalks or road- 
ways may be watered on odd-numbered 
days of the calendar month; 

on that side of the street where 
the municipal numbers are even, 
lawns, gardens, sidewalks or 
roadways may be watered on even 


numbered days of the. calendar month 


(b) In areas having no municipal street 


address: 


(i) 


Cid) 


on the west or north side of the 


street, lawns, gardens, sidewalks, 
or roadways may be watered on odd- 
numbered days of the calendar 
month; 

on the east or south side of the 
street, lawns, gardens, sidewalks 
or eoudeaye may be watered on even- 
numbered days of the calendar 


month. 
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Sone Gere Shortage of Water 

(3) In the event of a water shortage being caused by 
disablement or threatened disablement of a 
Regional pumping station or by reason of aoe 
other emergency, and the Chairman, or Acting 
Chairman of the Regional Corporation, proclaims 
the emergency and prescribes further restrictions 
on the use of water as may seem necessary in the 
public eae every person contravening any 


such further restrictions shall be deemed to be 


wasting water and guilty of an offence and shall 


be charged under the provisions of this By-law. 


MISCELLANEOUS REGULATIONS AND PROHIBITIONS 

Check Valves Required Where Two or More Services 

Lee) GL) Wherever there are two or more service pipes 
connected into one plumbing system or into one 
premises where there is any likelihood of future 
interconnection, each service pipe is to be 
provided with a suitable check valve so located 
as to prevent re-entry of water to the main, and 
such check valve is to be installed and main 


tained at the expense of the owner of the 


premises. 


page 46 


c | Waterworks By-law (cont'd) 


(2) 


Protection 


(3) 


Where a check valve is used a pressure relief 
valve is to be installed in the plumbing 

system. 

from Frost 

No person shall install, maintain or use any 
plumbing which is not properly protected, in 

the opinion of the Commissioner of Engineering, | 


to prevent freezing. 


When Premises Vacated 


(4) 


Whenever any premises having a water service 
becomes vacant, the owner is required within 
twenty-four (24) hours of vacancy to HOcLLy “in 
writing, the Commissioner of Engineering to shut 
off the water at the street line, and shall pay a 
fee for same in the amount set esetmein section 3 
of Schedule "E" to this By-law and the same fee 
is to be paid by the owner for turning the water 
on again as set forth in section 4 of Schedule 


"et €o1 this sBy—Llaw. 
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approval for a written Water Service 
Agreement, the Region may require under 
such Agreement that the owner maintain 
all or part of the water service connect- 
ion at his expense notwithstanding 
Section 4 (8) (c) of this By-law. 
Division of Land 
(10) Where a parcel of land is divided by any means 
other than by the Condominiums Act, RoS<0..1960, 
Ch. 84 and amendments thereto, each parcel of 
land shall have a separate water service 
connection. 
Service Charge 
(ll) There shall be levied a Service Charge as set 
forth in Schedule "E" to this By-law for service 
calls not otherwise specified in Schedule "E", 
which are determined to be the responsibility of 


the occupant. 
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SCHEDULES 

19. Schedules "A" to “"F" attached to this By-law form part 
Of Enis By-Law. 

PROHIBITION 

20. No person shall damage or carry out any work, filling, 
or landscaping which will obstruct or interfere with 
the operation, maintenance or control of the water 
system or its appurtenances or which will impose 
stresses beyond the maximum for which the water system 
is designed. 

PENALTIES 

21. Every person who contravenes any prohibition, provision 
or requirement of this By-law is guilty of an ofre2nce, 
and on summary conviction shall be liable to a fine of 
rot more than $2,000.00 exclusive of costs. 

PERSON IN DEFAULT-WORK DONE BY REGION 

22. Where any matter or thing is required to be done under 
this By-law, in default of its being done by the person 
directed or required to do it, such matter or thing 
shall be done at his expense and the Regional Corpora- 
tion may recover the expense incurred in like manner 


as municipal taxes. 
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SHORT TITLE 

23. This By-law may be known and cited as "The Regional 
Waterworks By-law”. 

BY-LAWS REPEALED 

24. Regional By-laws No. R79-171, R79-180, R79-194, 
R80-034, R80-080, R81-092 are hereby repealed. 

EFFECTIVE DATE 

25. This By-law comes into force and takes effect on the 


day of its passing and enactment. 


READ A FIRST, SECOND AND THIRD TIME AND FINALLY PASSED AND 
ENACTED this 20th March 1984. 


day of 


SCHEDULE "A" 
(Referred to in Section 12 (5)) 
CITY OF HAMILTON 


Assessment of Land and Buildings 


From 2S se) Annual Rate 


$ 0 $ 500 $ 24.76 
501 1 000 29.94 

oO Go. 1 500 S500 
L501 2200008 = 40.12 
22001 2 500 45.29 
2.50. 3 000 Suis es 
3.-Q0L 3 500 55).46 
SeS0L 4 000 60-32 
4 001 4 500 65.32 
@) 4 501 5 000 nO sig 
5001 5 500 eo 
oie! os 6 000 Took 
6 O01 6 500 84.94 
6, 501 7 000 69.66 
7-001 7500 94.54 
T7508 8 000 hs MP 
8 001 8 500 104.08 
8 501 9 000 108.80 
9 001 9 500 Pisin 
a2 50e 10 000 Li38e25 
10 001 it 000 PY oe, 
Ti o00L 12 000 136.80 
P2e 001 13 000 145.79 
ia7.00L 14 000 154.82 
14 001 ; 15 000 . 163.80 
15 O0Ol 16 000 Lei 2ieoi0 
L6 001 17 000 Lel.20 
17 001 18 000 189.88 
18 001 19000 inven o 
19 OOl1 20 000 206.88 
20 O01 25 000 246.06 
Z9; 001: 30 000 292018 
30 O01 35 009 316.84 
Boe UL 40 0900 348.52 
40 ool 5 000 Sa, 
© 45 ool 50 000 403.66 
50 OOl 69 00C 450.10 
60 O01 79 000 . 487.28 
102001 80 000 523.41 
80 O01 90 000 550.39 
90 OOl1 100 000 S7l.32 


ver 100 000 a 591.54 


SCHEDULE. “B* 
TABLE OF METERED RATES 


(Referred to in Sections 12(2), €3);, & ©4) © 1342)) 


1); RESIDENTIAL METER RATES FOR SERVICES WITH A METER 20 .MM 
OR SMALLER 
Minimum Charge 
(a) The minimum charge per billing period including the 
use of the specified volume of water is as follows: 
Minimum Charge Per Billing Period 
Quarterly Four Monthly 
Billing Billing 
Rates $5.36 jy fare 
Consumption for er 3 
Minimum Charye 14 m 18 m 
Consumption Rate 
(b) The consumption cha.ge per cubic metre (m3) for 
the amount of water used over and above the first 
specified volume for the minimum charge per billing 
period is as follows: 
Consumption Rate Per Cubic Metre (m>) $0.2476 
2) COMMERCIAL, INSTITUTIONAL AND INDUSTRIAL RATES INCLUDING 


RESIDENTIAL RATES FOR SERVICES WITH A METER GREATER THAN 
20 MM 


Minimum Charge 


(a) The minimum charge per billing period including the 
use of the specified volume of water is as follows: 


SCHEDULE "B" .... Cont'd 


Minimum Charge Per Billing Period 


i 


Meter Size Quarterly Four Month 
Metric Inches Billing Billing 
16 .mm 5/5 ay 21.38 29615 
20 mm 3/4 23/24 307.93 
25 mm v - 27 09 36.91 
38 mm ela GF a BOS 41.08 
50 mm 2 n 36.60 48.80 
75 mm 3 . 63.40 84.51 
100 mm - 4 r 81.24 108.33 
150 mm 6 * 143.74 9.63 
200 mm 8 i 248.17 $30.90 
250 mm 10 > 382.09 509.45 


Consumption for 
Minimum Charge 46m 


a 


Consumption Rate 


(b) The consumption charge for the amount of water used 
over and above the first specified volume for the 
minimum charge per billing is as follows: 


Bel Leb ieN<G P EaR1I -O<D 


ee 


Rate per 

Cubic Metres Quarterly Billing Four Monthly Billing 

$0.2204 over 46m> cubic over 61m? cubic 
metres but not. metres but not. 
exceeding 273m exceeding 364m 

$0.1831 over 273m” cubic @var 364m cubic 
metres but not 3 metres but not, 
exceeding 2727m exceding 3636m 

$0.1525 Milovec 227m: easie Beer icsen cubic 


metres mecres 
i si 
3. DISCOUNTS FOR PROMPT PAYMENT 


All amounts for water at rates provided in this schedule 

are subject to a five percent (5%) discount if paid on 
or before the discount date shown on the bill, which date 
is to be at least ten days later than the billing date. 


a 


a) 


3) 


SCHEDULE "C" TO BY-LAW NO. R84-026 
MISCELLANEOUS RATES FOR WATER 


Referred to in Section 12 (6),(7),(8) and (9) 


Travelling Shows 


The deposit required from travelling shows is Fifty 
($50.00) Dollars, of which the sum of Thirty-Five 
Dollars ($35.00) is the fee for connecting and dis- 
connecting the water supply and a Five ($5.00) Dollar/ 
day usage charge for three days. 

Tank Trucks 

The rate for water supplied to tank trucks is $0.448 
per cubic. metre or part thereof, and such trucks shall 
only be supplied at the following locations: 

Ci) Norfolk Street (Fire Station), Hamilton 

(ii) Shavers Road, Ancaster 

(iii) Dartnall Road, Hamilton 

Street Hydrants 

The rate payable by Area Municipalities for the use of 
street hydrants is One Hundred and Twenty Four Dollars 
($124.00) per annum for each street hydrant within 


the municipality. 
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4. Areas Outside the Regional Area 

The rate for water supplied to municipalities or the 
penereor occupier of any lands outside the Regional 
Area is the applicable meter rate set forth in Schedule 
"B", plus fifty per cent (50%) surcharge or such other 
surcharge as may be specifically defined in the Agree- 
ment between the Regional Corporation and the 
municipality, owner or occupier of the lands outside 


the Regional area. 


SCHEDULE“ D” 


SERVICE PiPE METERS 


( REFERRED TO IN SECTIONS j 


|. 2mm O!AMETER RESIDENTIAL SERVICES ARE TO BE INSTALLED AS 
OETAILED HEREUNDER TO PROVIDE FOR THE FUTURE INSTALLATICN 
OF A 16nm WATER METER, 


| 300mm 


SPACER TO BE FIT TED 


NSIDE CN ALL NEW 
ESNSTRUGTION TOallow for 


Future 16mm water meter 
INSTALLATION 
ELBOW COPPER 
EAD 


+> A 


01.2 THR 


< 

> 

& 

m 
a eee 


— eee 
' 
e- > A 
= 90° ELBOW COPP A 
iB TO 1.2 THREAD A 
= y 
+ { 
x y 
ad 
Qa. 
STCP WASTE = 
VALVE 


ce 
re) 
B 


ELEVATION SECTION AA 


Pal 526-4426 
FOR INSPECTION 
BEFORE. BACKFILLING 


(oe 


' 20mmcopPER PIPE 


20mm 1.8 THREAO ADAPTOR 


pacer OETAIL 


€ 


2. COMMERCIAL , INDUSTRIAL AND INSTITUTIONAL SERVICES INCLUDING RESICENTIAL SERVICES. 
GREATER THAN 20mm OLAMETER ARE TO BE INSTALLED AS DIRECTED BY THE COMMISSIONER 
OF ENGINEERING TO PROVIDE FOR THE INSTALLATION OF AN APPROPRIATE METER AND BYPASS... 


NOTE 
3. THE METER IS TO BE INSTALLED IN AN AREA SUITABLY HEATED TO PREVENT FREEZE-UPS. 


chedule "E" to Water Works By-law 
age 2 
3) 4. Por turning on water at the street as 
referred to in section 4(1) $ 20.00 
5% For turning on water at the street after 
it has been shut off for non-payment of 
rates (and which includes the charge for 
the previous turn off), as referred to in 
sectioa 13(6) 3 40.00 
65 Por thawing out service pipes as referred 
to in section 4(9)(d) $ 25.00 
7.(a)Por filling peieaee swimming pools 
up to 135a°, as referred to in section 


18(8) , | $ 100.00 
@ «(Pach additional 25m? $ 7.50 
So For supplying water to a pool having a 


Capacity of more than Sm? 


as referred to 

in section 10(5)(¢) am annual charge of S$ 60.05% 
9 Por service calls other than previously 

specified S 20.06 
10. For eac:i Special Water Service to be 

coanected as referred to in Section 

4017). . $ 475.00 
ll. For testing of a watermeter up to and 

including 50 mm diameter as referred to 

ig Section 9. $ 25.00 


12. Por testing of a water meter over 50 m 


in diameter as referred to in Section 9. $ 125.00 


x 
w 


All deposits and fees noted above are to be paid 


prior to any works being carried out by the Regional Corporation. 


SCHEDULE "E* TO BY-LAW NO.R84-026 
TABLE OF FEES POR VARIOUS SERVICES 


(a) Water service permit fee as $ 10700 
referred to in section 4(1) 

(b) Fees for the installation of water 
meters and remote readers as 


referred to in section 4(1): 


Remote Reader $ 20.00 
16mm diameter 45.00 
2Cmm diameter 45.00 
25mm diameter 45.00 
38mm diameter 45.00 
SOmm diameter 45.00 
10 0imm diameter 227.00 
150™m diameter 220.00 
200mm diameter 220.00 
“5Cmz diameter 220.00 


For supez:intending the laying of the service 
eennection and the laying or repairing of a 

yard service as referred to in section 

4(1) of this By-law $ 20.00 
For shutting off water at the street as 


referred to in section 13(4) and 13(6) $ 20.00 


SCHEDULE "F" TO BY-LAW NO. 284-026 nett 
PERFORMANCE BOND 


KNOW ALL MEN BY THESE PRESENTS that we 
(hereinafter called the Principal) and 
(hereinafter called the Surety) are 
jointly and severally held and firmly bound unto The 
Regional Municipality of Hamilton-Wentworth in the full 
amount of Five Thousand Dollars ($5000) of lawful money of 
Canada, for which payment well and truly to be made, we bind 
ourselves and each of.us, and our respective heirs, 
executors, successors, administrators and assigns, firmly by 
ehesge presents. } 
© SEALED with our Seal and dated this day of 
ee 
WHEREAS pursuant to By-law No. R79-172 respecting 
common sewers and drains, and By-law No. respecting 
the supply and distribution of water, both of the Council of 
The Regional Municipality of Hamilton-Wentworth, it is 
provided shat no person ¢ghall perform any such works on any 
street, land, road or pullic place or private lands in the 


Regional Municipality, unless authorized in writing to do so 


by the Commissioner of Engineering and until he shall 


Schedule "F" to Water Works By-law 
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furnish to the said Commissioner a security to the satisfaction 
of the said Commissioner and the Regional Solicitor, and 

| WHEREAS the above named Principal has made application 
to the said Commissioner for a licence to construct common sewers 
and drains or water plant in the Regional Municipality, 

NOW THEREFORE the condition of this obligation is such 
that if the above named Principal shall perform during the year 
the work for which a permit was issued pursuant to the said By- 
law, during the said year and for twenty-four (24) months after 
completion of the said work, he shall: 

FIRSTLY: Indemnify and save harmless the Recional 
Municipality of Hamilton-Wentworth against all damages, cisims, 
actions, ccstg and expense which the Regional Municipality may 
incur or be required to pay, or to pay by reason of any claim for 
damage or injury caused or alleged to be caused by the neglivence 
of the Principal or his agents or workmen, or by the negligent 
construction or poor workmanship or material of any permitted work, 
or by the lack of repair during the maintenance period above 


mentioned, and 


ee Schedule "F" to Water Works By-law 


SECONDLY: Shall pay to The Regional Municipality 
of Hamilton-Wentworth the cost of all works, repairs 
eraccres and carried out by the Regional Municipality during 
the year-in which the permit was issued for such work, and 
for the maintenance period of twenty-four (24) months 
there-after, not to exceed Five Thousand Dollars ($5000.) 
made necessary resulting from the construction, or 
excavation performed under the licence or permit authorizing 
the work, then this obligation shall be void, but otherwise 
it shall be and remain in full force and effect, 
notwithstanding the foregoing, it is understood and agreed 

nat the liability of the Surety hereunder shall be limited 
to the amouat stated h-rein and shall not be cumulative from 
year to year during the existence of this bond. 

PROVIDED, however, this Bond may be terminated by 
the Principal and Surety on their giving sixty (60) days 
notice in writing to The Regional Municipality of their 
intention to terminate this Agreement insofar as any future 
work by the Principal is concerned, provided they remain 
liable, however, for any work performed during the permit 
year up to the date of such termination and thereafter for a 
maintenance period of two (2) years respecting such 


terminated work. 
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IN WITNESS WHEREOF the Principal has hereunto set 
his hand and seal and the said Surety has caused these 
presents to be sealed with its corporate seal, duly attested 
by the signature of its proper officer authorized in that 


behalf on the day of 19 5 


THIS BOND EXPIRES December 3lst in the year in 


which it is issued. 


Bill No. 78} 
THE REGIONAL MUNICIPALITY OF HAMILTON-WENTWORTH 


BY-LAW NO, 85-012 


» BEING A BY-LAW TO INCREASE WATER RATES AND TO 
REPEAL SCHEDULES A". (Bn, “C* AND ."E" OF 
BY-LAW R84-026 AND TO MAKE SUBSTITUTIONS THEREFOR 


WHEREAS Regional Council did approve Item 7 of Finance Committee Report 3-85; 


NOW THEREFORE, THE COUNCIL OF THE REGIONAL MUNICIPALITY OF HAMILTON-WENTWORTH 
ENACTS AS FOLLOWS: 


1. An increase of 4% in water rates for all non-metered water 
billings in the City of Hamilton and the City of Stoney Creek 
for 1985. 


Zs For residential metered water services with a meter of 20MM or 
smaller an increase of 4% in metered water rates for bills 
issued on or after March 1, 1985 for water consumed on or 
after January 1, 1985. 


3. For commercial, institutional, industrial and residential 
metered water services greater than 20MM, the following rate 
increase be applied for bills issued on or after March 1, 1985 
& for water consumed on or after January 1, 1985 


(i) An increase of 4% on minimum rates: 
(ii) An increase of $0.0088 per cubic metre on the next 227 
cubic metres for each quarter: 
(i117) An increase of $0.0092 per cubic metre on the next 2,454 
cubic metres for each quarter; 
(iv) An increase of $0.0092 per cubic metre over 2,727 cubic 
metres for each quarter. 


4. The rate payable for water supplied to tank trucks at the 
Region's coin-operated stations be increased to $0.466 per 
cubic metre effective February 11, 1985. ~- 


5. Metered water consumers having an annual consumption in 1984, 
in excess of 100,000 cubic metres, be billed on a monthly 
basis by August 1, 1985: 


6. That the the water/sewer rate structure regarding minimum 
Charges and step down rates be reviewed in 1985. 


7. Schedules “A", "B", "C" and "E"“ to By-Law No. R84-026 are 
. hereby repealed: and the attached Schedules substituted therefor. 


eS) READ A FIRST, SECOND AND THIRD TIME AND FINALLY PASSED AND 
| ENACTED THIS | 5th DAY OF Februar 


SCHEDULE "A" 


(Referred to in Section 11 (5)) 


CITY CF HAMILTON 


Assessment of Land and Buildings 


From 


$ 0 
501 

~ 7,001 
1,501 
2,001 
2,501 
3,001 
3,£01 
4,001 
4,501 
5,001 
5,501 
€,0C1 


10,C01 
1,061 
12,001 
OC 
14,001 
15,00] 
16,C01 
17,001 
18,001 
19,001 
20,001 
25,001 
30,001 
35,001 
40,001 
45,001 
50,001 
60,001 
70,C01 
90,001 
over 100,000 


TCWM CF STONEY CREEK 


alt 
$ 500 
7,000 
1,500 
2,000 
2,500 
3,000 
2,500 
4,000 
4,500 
5,0C0 
5,500 
6,000 
E,50C 
7,000 
7,500 
&, C00 
8, £00 
9 ,co00 
¢,5C0 
10,00C 
1.000 
12,C00 
13,000 
14,000 
1£,000 
16,000 
17,000 
18,000 
19,000 
20,000 
25,000 
30,000 
35,000 
40,000 
45,000 
50,000 
€0,000 
70,000 
80,000 
100,000 


FLAT RATE PER ANNUM 


SANITARY SEWER RATE 115% 


Annual 


$ 


Rate 


SCHEDULE.” BY 
TABLE OF METERED RATES 


(Referred to in Sections 12(2), (3), & (4) & 13(2) ) 


RESIDENTIAL METER RATES FOR SERVICE WITH A METER 20MM OR SMALLER 


Minimum Charge 


(i) .The minimum charge per billing period including the use of 
the specified volume of water is as follows: 


i 


Minimum Charge Per Billing Period 


—_—_—_—_—_——_—-.?kR ae: a 


Quarterly Billing Four Monthly Billing 
Rates $5.57 7,42 
Consumption for 14m 18m3 


—— 


Consumption Rate 

(ii) The consumption charge per cubic metre (m3) for the amount of 
water used over and above the first specified volume for the 
minimum charge per billing period is as follows: 


Consumption Rate Per Cubic Metre (m3)  $0.2575 


FOR SERVICES WITH A METER GREATER THAN 2CMM € 


- Schedule "B" 
Page 2 =e 


THE REGICNAL MUNICIPALITY OF HAMILTCM-WENTWORTH 


COMMERCIAL, INSTITUTIONAL AND INDUSTRIAL RATES INCLUDING RESIDENTIAL RATES 


Minimum Charge 


(i) The minimum charge per billing period including the use of the 
specified volume of water is as follows: 


Minimum Charge Per Billing Period 


Meter Size Quarterly Billing Four Month Billing 


Metric Inches 
a ae a eee ee ee wee eS ee 2 

1 6mm oy fo $22.76 $20.22 
2 Cmm ou 24.14 Sealey 
25mm a 28.80 36.35 
38mm Wel/2" Senue Aone 
50mm pe a 28306 50.75 
75mm 34 65.94 @7 89 © 
10Cmm BM 82.28 led Aled 
1ECmm Ee" 14¢9,4¢ 13920 
2COmm g" 268.10 ; 344,13 
250mm jas 2C7 227 BZ oc 
Consumption for 4éms €1ms 


Consumption Rate 


(ii) The consumption charge for the amount of water used over and above 
the first specified volume for the minimum charae per billing is 
as follows: 


Bb Pe NG © PE ek fe. p 


Rate Per Quarterly Billina Four Month Billing 
Cubic Metres (m3) 


over 46m3 cubic metres over €1m3 cubic metres 
S2022292 but not exceeding 272m? but not exceedina 264m? 
$ 0.1904 over 272m° cubic metres over 26m cubic metres 

but not exceeding 2727m3 — but not exceedina 2626m3 € 


$ 0.158€ over 2727m3 cubic metres over 262€m3 cubic metres 


Schedule "B" 
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DISCOUNTS FOR PROMPT PAYMENT 


All amounts for water at rates provided in this schedule are subject to a five 
percent (5%) discount if paid on or before the discount cate shown on the pit, 
which date is to be at least ten days later than the billing date. 


Is 


Zs 


SCHEDULE “Ce 
MISCELLANEOUS RATES FOR WATER 


(Referred to in Section 12(6), (7), (8) and (9) 


Travelling Shows 

The deposit required from travelling shows is Fifty Dollars 
($50.00), of which the sum of Thirty-Five Dollars ($35.00) is 
the fee for connecting and disconnecting the water supply 

and a Five ($5.00) Dollar/day usage charge for three days. 


Tank Trucks 

The rate for water supplied to tank trucks is $0.466 per cubic 
metre or part thereof, and such trucks shall only be supplied 
at the following locations: 

(i) Norfolk Street (Fire Station), Hamilton 

(ii) Shavers Road, Ancaster 

(iii) Dartnall Road, Hamilton 


Street Hydrants 

The rate payable by Area Municipalities for the use of street 
hydrants is One Hundred and Thirty Dollars ($130.00) per annum 
for each street hydrant within the municipality. 


Areas Qutside the Reaional Area 

The rate for water supplied to municipalities for the owner 
or occupier of any lands outside the Regional Area is the 
applicable meter rate set forth in Schedule "B", plus fifty 
per cent (50%) surcharge or such other surcharae as may be 
specifically defined in the Agreement between the Regional 
Corporation and the municipality, owner or occupier of the 
lands outside the Regional area. 


He 


Oe 


SCHEDULE "E" TO BY-LAW NO. R85-012 
TE ROD -O- 


TABLE OF FEES FOR VARIOUS SERVICES 
EY SERVICES 


(a) Water service permit fee as 
referred to in section 4(1) 


(b) Fees for the installation of water 
meters and remote readers as 
referred to in section A(7.):: 


Remote Reader 
16mm diameter 
20mm diameter 
25mm diameter 
38mm diameter 
50mm diameter 

100mm diameter 

150mm diameter 
200mm diameter 
250mm diameter 


For superintending the laying of the service 
connection and the laying or repairing of a 
yard service as referred to in section 4(1) 
of this By-Law 


For shutting off water at the street as 
referred to in section 13(4) and 13(6) 


For turning on water at the street as 
referred to in section 4(1) 


For turning on water at the Street after 
it has been shut off for non-payment of 
rates (and which includes the Charge for 
the previous turn off), as referred to in 
section 13(6) 


For thawing out service pipes as referred 
to in section 4(9) (d) 


(a) For filling Private Swimming pools up to 
135m~, as referred to in section 18(8) 


(b) Each additional 25m° 


For supplying water to a pool having a 
Capacity of more than 5m3 as referred to 


‘Tn section 10(5) (c) an annual charge of 


For service calls other than previously 
specified 


For each special Water Service to be 
connected as referred to in section 4(17) 


$ 10.00 


20.00 
46.00 
46.00. 
46.00 
46.00 
46.00 
228.00 
228.00 
225.00 
raratsied Gl 


$ 41.00 
$100.00 


$ 40.00 
Sal OC 


$ 500.00 


11) For testing of a water meter up to and 
including 50mm diameter as referrec to in 
section S 


12) For testing of a water meter over 50mm in 
diameter as referred to in section 9 


NOTE. ALL DEPOSITS AND FEES NOTED ABOVE ARE TO BE 
PAID PRIOR TO ANY WORK BEING CARRIED OUT BY 
THE REGIONAL CORPORATION. 
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$ 26.00 


$ 130.00 


Bill #826 


THE REGIONAL MUNICIPALITY OF HAMILTON-WENTWORTH 


By-Law no, 85-054 


Being a By-law to Amend "The Regional 
Waterworks By-law", R84-026 


WHEREAS Regional Council did approve item 5 of the 7-85 


Report of the Engineering Services Committee. 


NOW THEREFORE, the Council of the Regional Municipality of 


Hamilton-wWentworth enacts as follows: 


a) 


2) 


3) 


4) 


Section 4 subsections (4) to (17) be renumbered 
Section 4 subsections (5) to (18), and 


A new subsection 4(4) be added to the By-law 
notwithstanding subsection 4(3) up to 3 legally 
separated parcels may be connected to one 

service connection and one yard setvice providing 
the owners enter into a joint water service 
agreement with the Region, and 


Amend subsection 4(18) by adding in the first 
sentence after the words Special Water Service 
Agreement, the words "or joint water service 
agreement”. 


Renumber subsection 18(11) to 18(12), and 


Add a new subsection 18(11) notwithstanding 
subsection 18(10), a separate water service 
connection is not required for up to 3 separate 
parcels of land provided that the owners enter 
and register against the lands a joint water 
service agreement with the Region and providing 
that a water meter is installed within 60m of a 
property line where domestic flow crosses said 
property line. 


READ A FIRST, SECOND, AND THIRD TIME AND FINALLY PASSED AND 
ENACTED 


Ctang “CLERK 


THE REGIONAL MUNICIPALITY OF 
HAMILTON-WENTWORTH 


BY-LAW NO. 86-027 


Being a By-Law to amend By-Law R84-026 - "The Resional Wacer 

Works By-Law.* | 

WHEREAS Regional Council did approve item 20 of the 13-85 

Report of the Engineering Services Committee on September 17, 

T9857 

NOW THEREFORE, the Council of the Regional Municipality of 

Hamilton-Wentworth enacts as follows: 

1) Section 4 (12) (a) by By-Law R84-026 is hereby repealed. 

2) Add a new section 4 (12) (a) to By-Law R84-026 to read 

_ "Less than 18 litres per minute." The Commissioner of 

Engineering shall replace the service connection at no cost 
to the owner after the owner has replaced the yard service; 


oc 


3) “Amend section.5 (2) of By-Law R84-026 sy 


¥ aGdinc afcer cne 


word *°issued” the words °for work on a road allowance”. 

4) Amend section 5(3), of By-law R84-026 to read, the permit referreé 
to in sub-section 1 of this section is to be issued to the owner 
of the yard service of a bonded contractor in regard to an 


application for work on a yard service. 


TIME AND ENACTED IN TRE YEAR OF 
OF Februar a 
% OC 
/ \ 
/ 


— 


Lea Din ae 
Vy Acting CIerk ie 


THE REGIONAL MUNICIPALITY OF HAMILTON-WENTWORTH 
BY-LAW NO. R86-028 


BEING A BY-LAW TO AMEND WATER AND SEWER RATES AND TO 
REPEAL SCHEDULES "A", “B", "C" AND “E" of 
BY-LAW R84-026 AND TO MAKE SUBSTITUTIONS THEREFOR 


WHEREAS Regional Council did approve item 12 of 4-86 the Finance and 
_ Personnel Committee Report. - 


Now therefore the Council of the Regional Municipality of Hamilton-Wentwortn 
enacts as follows: 


(1) An increase of 3% in water rates with a new base consumption 
of 270 cubic metres for all non-metered water billings in the 
City of Hamilton and the City of Stoney Creek for 1986; and 


(2) For small industrial and commercial metered water services 
having a 16mm meter the minimum charge be reduced to $20.48 
per quarter; and . 


(3}) For commercial, institutional, industrial and residential 
metered water services greater than 20mm, the following rate 
increase be applied for bills issued on or after March VarlSs6 
for water consumed on or after January 1, 1986; 


(i) An le tts of $0.0019 per.cubic metre for consumption 
over 273m and below 2727m for each quarter; : 

(ii) An increase of $0.0032 per cubic metre for consumption 
over 2727m% for each quarter. 


(4) The discount for prompt payment for all metered water services 
be reduced to 2% for bills issued on or after March Tr, 1286 
and 

C5) The rate payable for water supplied to tank trucks at the 


Region's coin operated stations be increased to $0.480 per 
cubic metre effective March 1, 1986; and 


(6) The rates being charged for the disposal of overstrengtn 
sewage be increased by 4% effective January 1, 1986; and 


) The rates for non-metered residential units be revised as per 
the attached Schedule "A"; and 


(8) The table of user fees be revised as per the attached Schedule 
Bese ene Liye! 
(9) Commencing March i. 1986 non-owner occupied properties be 


required to post a deposit based on an average three montns 
consumption. 


SECOND AND THIRD TIME AND FINALLY PASSED AND-ENACTED 
ZZ DAY OF February » 1986. ie in 


CITY OF HAMILTON 


SCHEDULE "A" 


(Referred to in Section aa (5)) 


Assessment of Land and Buildings 


From 


$ 0 
501 
1,001 
7,501 
2,001 
22501 
3,001 
3,50] 
4,001 
4,501 
5,001 
55.501 
6,001 
6,501 
7,001 
7,501 
8,001 
8,501 
9,001 
eal 
10,001 
100! 
12,001 
13,001 
14,001 
15,601 
16,001 
17,001 
18,001 
19,001 
20,001 
25,001 
30,001 
35,001 
40,001 
45,001 
50,001 
60,001 
70,001 
80,001 
90,001 
over 100,000 


TOWN OF STONEY CREEK 


ue 


$24,000 
1,000 
1,500 
2,000 
2,500 
3,000 
3,500 
4,000 
4,500 
5,000 
5,500 
6,000 
6,500 
7,000 
7,500 
8,000 
8,500 
3,000 
9,500 
10,000 
11,000 
12,000 
13,000 
14,000 
15,000 
16,000 
17,000 
18,000 
19,000 
20,000 
25,000 
30,000 
35,000 
40,000 
45,000 
50,000 
60,000 
70,000 
80,000 
90,000 
100,000 


FLAT RATE PER ANNUM 
SANITARY SEWER RATE 115% 


Annual Rate 


A 
(BG 


TABLE OF FEES FOR VARIOUS SERVICES 


(a) Water service permit fee as 
referred to in section 4(1) 

(b) Fees for the installation of water 
meters and remote readers as 
referred to in section 4(1): 
Remote Reader 
16 mm diameter 
20 mm diameter 
25 mm diameter 
38 mm diameter 
50 mm diameter 
100 mm diameter 
150 mm diameter 
200 mm diameter 
250 mm diameter 

For superintending the laying of the service 

connection and tne laying or repairing of a 

yard service as referred to in section 4(1) 


of tnis By-1 aw 


For shutting oft water at the street as 


referred to in section 13(4) and 13(6) 


55 


1G. 


S62: 
460. 
950, 
2,780. 
4,440, 


6,780. 


a 


00 


200 
. 00 


00 


00 


00 
00 
00 
00 
00 
00 


.00 


.00 
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10% 


hese 


« (2) 


For turning on water at the street as 
referred to in section 4(1) 

For turning on water at the street after 
it has been shut off for non-payment of 
rates (and which includes the charge for 
the previous turn off), as referred to in 
section 13(6) 

For thawing out service pipes as referred 
to in section 4(9)(d) 

For Filling private swimming pools 


up to 135 m° 


, as referred to in section 
18(8) 

Each additional 25m° 

For supplying water to a pool having a 
capacity of more than sm? as referred to 
in section 10(5)(c) an annual charge of 
For service calls other than previously 
specified 

For each Special Water Service to be 
connected as referred to in Section 
4(17) 

For testing of a water meter up to and 
including 50 mm diameter as referred to 
in Section 9 

For testing of a water meter over 50 mm 


jn diameter as referred to in Section 9 


21200 


60.00 


50.00 


100.00 
1.50 


40.00 


30.00 


Sconce 


27.00 


125,00 


Schedule "E" to Water Works By-law 


page 3 


x* 


NOTE 


us, Flow test for firefighting design 
purposes $ 50.00 
14. ™* For temporary connections $ 50.00 (+ meter rat 
15. ** For poor pressure flow tests © 235.00 
Currently this service requires a $50.00 deposit and it is recommended 


that this be increased to $200.00. 
That there be no charce for citizens in requestina poor pressure flow 


tests in the first instance and where a second request is made, the citizen 
be advised by letter that there wil be a $35.00 charae. 


All deposits and fees noted above are to be paid 


prior to any work being carried out. 


: BILL NO. 1058 


THE REGIONAL MUNICIPALITY OF 
HAMILTON-WENTWORTH 


BY-LAW NO. _R87-013 


BEING A BY-LAW TO AMEND WATER AND SEWER RATES IN 
BY-LAW R84-026 AND TO REPEAL SCHEDULES "A" AND “B" 
THEREIN AND TO MAKE SUBSTITUTIONS THEREFOR 


WHEREAS Regional Council did approve part of item 1 of 17-86 of the Finance 
and Personnel Committe? Report. 

Now therefore the Council of the Regional Municipality of Hamilton-Wentworth 
enacts as follows: 


(1) Schedules "A" and "B" of By-law R84-026 are repealed. 


(2) Schedules "A" and "B" to this By-law shall replace the schedules 
"repealed in item 1. : 


(3) Schedule "G" of this By-law are hereby added as Schedule "G" to 
By-law R84-026. 


(4) The rate payable for water supplied to tank trucks at the 
Region's coin operated stations be increased by 3% to $0.494 per 
cubic metre effective January 1, 1987; and | 


(5) The rates being charged for the disposal of overstrength sewage 
be increased by 3% effective January 1, 1987; and 


(6) The Sanitary Sewer Surcharge be decreased from 115% to 114% of 
the quarterly water charges. J 

(7) That the following policies for metering non-metered premises be 
adopted: 


(i) | Non-owner occupied residential properties shall be metered. 
(ii) Properties converted from residential to commercial or 
industrial users shall be metered. 


READ A FIRST, SECOND )AND THIRD TIME AND FINALLY PASSED AND ENACTED 
tbe A EDE DAY OF _ February ice 7. 
g Up Y } / 
/\ fe AVAWA\ 
C A 


AY Q 
RMA RAZ 


AYR ZL YP CLERK 


SCHE- A" TO BY-LAW NO. R87-013 


NON-METERED RATES FOR 
THE CITY OF KAMILTON 


From To Proposed 
$ 0 $ 500 $ 39.28 
501 1,000 43.05 
1,001 1,500 46.88 
1,501 2,600 50.58 
2,001 2,590 57.89 
2,501 3,000 61.56 
3,001 3,500 69.52 
3,501 4,000 73.31 
4,001 4,500 75.89 
4,501 5,000 81.06 
5,001 5,500 86.08 
5,501 6,060 88.53 
6,001 6,500 96.62 
6,501 7,000 106.07 
7,001 7,500 103.30 
ee) 7,591 8,000 108.43 
8,091 8,500 113.73 
8,501 2,000 118.89 
9,001 9,500 123.87 
9,501 10,000 429.22 
10,001 11,000 139.42 
11,001 12,000 149.48 
12,00 13,000 - 159.30 
13,001 14,600 169.18 
14,001 5,000 179.00 
15,001 16,000 188.55 
16,901 17,000 198.00 
17,001 18,600 207.49 
18,001 19,000 216.67 
19,001 20,0C0 226.05 
20,001 25,000 268.87 
25,001 30,000 302.00 
30,001 35,000 346.22 
35,001 40,000 380.84 
40,001 45,000 412.60 
45,001 50,000 - 441.10 
50,001 60,000 "491.83 
60,001 70,000 532.46 
70,001 80,000 571.95 
9 80,001 90,000 601.96 
90,001 - 100,000 624.30: 
over 100,000 646.38 


SANITARY SEWER RATE 114% 


Doc. Id. O157C/5 


9 SCHEDULE "B" TO BY-LAW NO. R87-013 


NON-METERED RATES FOR 


THE CITY OF STONEY CREEK 


Assessment of Land and Buildings 


1987 
From To Proposed 
$ 0 $ 648 "  § 63.18 
649 srasts 63.18 
1,293 1,944 63.18 
1,945 Zypec 63.18 
2005 3,240 73209 
3,241 3,888 73269 
3,089 4,536 80.07 
4,537 5,184 80.07 
Sy 1g0 Brose 80.07 
5,e52 6,480 80.86 
6,48] Tlic 80.86 
7,129 7,776 60.86 
eta 8,424 85.23 
Ee) 8,425 S5072 85.723 
oe 04 $,/20 85.5/ 
pti Cal 10,368 Si.2/ 
10,369 11,016 89.04 
Ti0l7 11,664 90.76 
11,665 ive 92.43 
iZsale 12,960 94.20 
12,961 14,256 97.6] 
14,257 - ibycse 100.96 
15,553 16,843 104.23 
16,849 18, 144 107257 
18,145 19, 440 110.80 
19,441 20,736 113399 
20,737. 22,052 Ligels 
22,033 23,328 120.30 
ae PAS) 24,624 123.206 
24,625 Zo5900 126.48 
20,98) 32,400 140.75 
32,401 38 ,880 154.14 
38,881 45,360 166.54 
45,361 51,840 178.08 
51,841 583320 | 188.67 
SLE 64,800 198.16 
64,801 77,760 215.08 
77,761 90,720 228.62 
9 80,721 103,680 241.78 
103,681 116,640 ao We he: 
116,641 129,600 259.24 
over 129,600 266.60 
SANITARY SEWER RATE 114% 


Oo. 1d.00197C/6 


an, 


SCHEDULE 3G" 10 BY-LAW NO. Rs7-013 
THE REGIONAL MUNICIPALITY OF HANI. oN-WENTWKO 7H 


COMMERCIAL, INSTITUTIONAL AND INDUSTRIAL RATES INCLUDING RESIDENTIAL 
RATES FOR SERVICES WITH A METER GREATER THAN 20MM 


Minimum Charge 


(i) The minimum charge per billing period including the use of the 
specified volume of water is as follows: 


Minimum Charge Per Billing Period 


Meter Size Quarterly Billing 

Metric Inches 

16mm 5/0" $18.18 
20nim 3/4" 24.38 
25inm be 29.0 
32mm eal ian S2.04 

50mm a 38.44 
75mm a 66.60 
100mm 4" 851.53 
150mm 6" 150.98 
200mm 8" 260.68 
250mm 10° 401.34 
Consumption for 46m3 


Consumption Rate 


The consumption charge for the amount of water used over and above the 
first specified column for the minimum charge per billing is as 
follows: 


BILLING PERIOD 


Rate Per Quarterly Billing 
Cubic Metres (m3) 


62315 over 46m3 cubic metres 
but not exceeding 273m3 


- 2000 over 273m3 cubic metres 
but not exceeding 2727m3 


21715 over 2727m3 cubic metres 


SCKEVuLE "G" TO BY-LAW NO. R87-013 
TABLE OF METERED RATES 
(Referred to in Section 12(2), (3), & (4) & 13(2) ) 
A) RESIDENTIAL METER RATES FOR SERVICE WITH A METER 20MM OR SMALLER 


Minimum Charge 


(i) The minimum charge per billing period including the use of the 
specified volume of water is as follows: 


Minimum Charge Per Billing Pericd 


Quarterly Billing 


Kates 351-69 


Consumption for 14m3 


Consumption Rate 


(ii) The consumption charge per cubic metre (m3) for the amount of 
water used over and above the first specified column for the 
minimum charge per billing period is as follows: 


Consumption Rate Per Cubic itetre (m3)  $0.2600 


Doc Id. 0157C/16 


THE REGIONAL MUNICIPALITY OF GS) 
HAMILTON-—WENTWORTH Wie BILL NO. 1237 
BY-LAW NO.R88-038 
BEING A BY-LAW TO AMEND WATER AND SEWER RATES IN 


ye BY-LAW RS84-026 AND TO REPEAL SCHEDULES A", “B™, “C™ and "“E™ 
Pe] THEREIN AND TO MAKE SUBSTITUTIONS THEREFOR 


WHEREAS Regional Council did approve Item 5 of 14-87 and Item 3 of 15-87 of 
the Finance and Personnel Committee Report. 


Now therefore the Council of the Regional Municipality of Hamilton-Wentworth 
Cnaccsmasm follows: 


(t) Schedules: “A, “E", “C° and “E* to By-Law R34-026 ace’ repealed. 


C2) Schedules VAN, “BRB, “C" and “E" to this By—Law shall replace 
the schedules named in section (1). 


(3) Schedule "G" to this By-law is hereby added as Schedule KEES 
By-Law R84-026. 


(4) That the rates being charged for the disposal of overstrength 
sewage be increased by 4.5% effective January 1, 1988. 


READE AN PRS bh. seen AND THIRD TIME AND FINALLY PASSED AND ENACTED 
t Pa DAY OF March . 1989. 


THIS 


O035¢ = Zz? 


Aprroved 

as to form ~~ 
ae 

Recional 

Ssticitor 


SCHEDULE "A" TO BY-LAW 


NO. 


R88 -038 


ee 


NON-METERED RATES FOR 
THE CITY OF HAMILTON 
FOR 1988 AS WERE APPROVED 
BY COUNCIL DECEMBER 15, 1987 


eS 


Assessment of Land and Buildings 


From 


$ 0) 
Sloe 

i OOn: 
3b, SOL 
ZOO 
ZO 
33) (OY O)IL 
at Syoye 
45008 
Ay SKoyh 
SOO 
S}.6 Sioye 
6,001 
6 0m: 
7 A00% 
eS Onl: 
8,001 
fst a SOUL 
9,001 
Sao Oa! 
MORO OT 
Ae Ons 
i - Oxot 
SSO OM 
LOO} 
IS) 5 OKOIE 
Gee OO 
lee OO: 
18,001 
19,001 
ZORRO OF: 
PES; (OKO) 
30,001 
34S) « (OXOVIL 
40,001 
ASO Oil 
SOmOOR 
60,00L 
OOO 
80,00L 
90,001 
over 100,000 


0035¢ - 30. 


To 
$ 500 
1,000 
1,500 
2,000 
2,500 
3,000 
3,500 
4,000 
4,500 
5,000 
5,900 
6,000 
6,500 
7,000 
7,500 
8,000 
8,500 
9,000 
9,500 
10,000 
11,000 
12,000 
13,000 
14,000 
P5000 
16,000 
17,000 
18,000 
19,000 
20,000 
25,000 
30,000 
35,000 
40,000 
45,000 
50,000 
60,000 
70,000 
80,000 
90,000 
100 ,000 


SANTTARY 


G3 
als 
em a 
Shea 
G2. 
HOF 
LAS 
78% 
Bz 
87. 
907, 
936 
102. 
OSs 
LLOs 
gs Haye 
sa ES 


126 


132. 
aa 
Lares 
LOZ. 
Ly Be 
Sie 
ISH 
PAGVIL 
PNM 
Ze 
2306 
ZAae 
a3. 
Boas 
388. 
420. 
449, 
SOL. 
SASS 
OS 
614. 
636. 
639). 


SEWER RATE 


114% 


SCHEDULE “B' TO BY-LAW NO. R88-038 
nS 


NON-METERED RATES FOR 
» THE CITY OF STONEY CREEK 
FOR 1988 AS WERE APPROVED 
BY COUNCIL DECEMBER 15, Loe 


nT 


Assessment of Land and Buildings 


From To 1988 
$ 6) $ 648 $64.44 
649 © Le Ze 64.44 
13293 1,944 64.44 
1,945 2 SCM 64.44 
7h, ENS) 3,240 71556 
Be Zam 3,888 YS) Ue 
3,889 Ae 3i6 SOT 
(fy SyShi/ Sy iq Jufsiee 81.67 
Selo 5) 5 iol SG 
Sos 6,480 82.48 
6,481 il UAL" 82.48 
UALS: Pus 82.48 
Ma hitu 8,424 SOROS 
8,425 CP OU 86.93 
9,073 oF 20 ST nee 
Cys AIL 10,368 89.02 
10,369 W026 90.82 
© IAL Ok 7/ 11,664 © SEAS SHS! 
Tal ie) 5) WG 5 BY 94.28 
Wes SVU 29 60 96.08 
12. CXoy3t He SYS 99.56 
LA ZS) i JUSS 5 Sy SZ OZR 
Sy S93) 16,848 LOGeoH 
16,849 epee TOS) 7 
1fsh 5 LASS 19,440 Ss Oz 
19,441 ZORRO Wake. 27/ 
ZO) UST DIOS L WIL) 
22,033. . BS) Vie 2 i ak 
23329 24,624 L2S) 3S 
We (0) 5) DS) SAO) 29 Ol! 
25,921 32,400 TAS <5 
BE EO) II 38,880 Way. Be 
Somoor GS) 5 Sey 0) Ley) 735.0) 
Busy SHS th 51,849 181.64 
SE a re¥ATL Set 5 SICAO) MOPS. 
53.42! 64,800 DOz ee 
64,801 Li BO ZAMS) BX 
i diel 90,720 PRS\ IEG) 
SOR Zu 103,680 246.62 
LOSRoOS 116,640 ZS OROZz 
116,641 129 ,600 264.42 
S ovec 129,600 Za ale )S 
SANTTARY SEWER RATE 114% 


0035¢ = 3. 


SCHEDULE "c* To BY-LAW No. RB8-038 


MISCELLANEOUS RATES FOR WATER 


(Refecred to in Section 12(6), (7), (8) and (9) 


Travelling Shows 


The deposit cequiced from travelling shows is Fifty Dollars 450.00) of 
which the sum of Thicty-Five Dollars ($35.00) is the fee for connecting 
and disconnecting the water supply and a Five ($5.00) Dollar/day usage 
charge foc three days. 


Tank Trucks 


The cate payable for water supplied to tank trucks at the Region's coin 
operated stations be increased by 4.5% to SO<516 pec cubic metre ioc 
pact thereof. 


Street Hydrants 


The cate payable by Area Municipalities for the use of street hydrants 
is One Hundred and Sixty-One Dollars ($161.00) pec annum foc each 
street hydrant within the municipality. 


Aceas Outside the Regional Area 


The cate foc watec supplied to municipalities foc the ownec or occupiec 
of any Lands outside the Regional area is the applicable meter ‘cate set 
forth in Schedule "B", plus fifty per cent (50%) succharge oc such 
other succharge as may be specifically defined in the Agreement between 
the Regional Corporation and the municipality, owner oc occupiec of the 
lands outside the Regional area. 


GO33¢ 34. 


(a) 


(b) 


SCHEDULE _"E" To By-Law no. R88-038 


TABLE OF FEES FOR VARIOUS SERVICES 


Watec secvice permit fee as cefecred to in Section 4(1) SIL 


Fees foc the installation of watec metecs and remote 
Geadersmasmcerercedm FLOM mn SeCEro nm 4 (Lyre 


Remote Reader 45. 
16 mm diameter 17 
20. .mm diametec hes) 
25 mm diametec a 
38 mm diameter 5.00% 
SO mm diameter 410 
100 mm diameter he WSO) s 
150 mm diametec 3055 
200 mm diameterc 1 IL ZAG) 
250 mm diameter f 7,030 


Foc supecintending the Laying of the service connection and the 
laying oc cepaicing of a yard service as ceferred to in 


Section 4(1) of this By-law Ze 


BOG MSRUPE TIS OtEEWwalecudcachemstrceeicuas scebecred to) ln 


SEXG NE tyfoyge WSC) zutgual IWSh(CS)) Zan 


(a) 


(b) 


Foc tucning on watec at the street as cefecred 


(ee) bial SExete nein Liab), 2S 


Foc tucning watec on and off during the same call S10) 56 


PORN GUENing Onn Watec wat Ehemctceet attec 16 inais 
been shut of€ for non-payment of cates (and which 
includes the charge for the previous turn off), as 


ceferred to in Section 13(6) eae 


exe) 


TOO 


= ONO) 


.00 


00 


.00 


00 


.90 


(079) 


.99 


oO 
oO 


Schedule “E" Continued to Water Works By-law 


HOR 


ee 


We 


VS). 


dt 
4 


OOZs¢ 


xX 


Guise 
pAere 


For thawing out service pipes as referred to in 
Section 4(9)(d) 


For SUPP TY ELS water to a pool having a capacity of 
more than Sm? as referred to in Section 10(5)(c) 
an annual charge of 


For service calls other than previously specified 


For each Special Water Service to be connected as 
ceferred to in Section 4(17) 


For testing of a water meter up to and including 
SO mm diameter as referred to in Section 9 


For testing of a water meter over 50 mm in diameter 


as referred to in Section 9 


Flow test for firefighting design purposes 


For temporary connections 


For poor pressure flow tests 


ntly this service requices a $50.00 deposit and it 
ased to $200.00 


is cecommended 


ZO . 010 


SS) FONG 


That thece be no charge for citizens in cequesting poor pressure flow tests in 
instance and where a second request is made, the Citizen be advised oy Le ce: 


vest 
is glene 


there will be a $35.00 charge. 


A) 


SCHEDULE "G" TO BY-LAW No R88-038 
TABLE OF METERED RATES 


(Referred to in Section 12(2), (3), & (4) & 13(2) 


RESIDENTIAL METER RATES FOR SERVICE WITH A METER 20MM OR SMALLER 


Minimum Charge 


(i) The minimum charge pec billing period including the use of the 
specified volume of watec is as follows: 


Minimum Charge Pec Billing Period 


a te 


Quactecly Billing 


Rates SO eOS 


Consumption for 14mn3 


Consumption Rate 


(ii) The consumption charge per cubic metre (m?) for the amount 
of watec used over and above the first specified column for 
the minimum chacge pec billing period is as follows: 


Consumption Rate Per Cubic Metre (m>) $0.2600 


B) 


SCHEDULE "G" To-BY Law No.RBS-058 


THE REGIONAL MUNICIPALITY OF HAMILTON-WENTWORTH 


LRG BOs LUN CAN RN A ES 


COMMERCIAL, INSTITUTLONAL AND INDUSTRLAL RATES INCLUDLNG 
RESIDENTIAL RATES FOR SERVICES WITH A METER GREATER THAN 20MM 


Minimum Chacge 


(i) The minimum chacge pec billing period including the use of the 
specified volume of watec is as follows: 


Minimum Charge Pec Billing Period 


2 SS SS SS EE SSS 


Metec Size Quactecly Billing 
Metric Inches 
ape a ee ee ie ee 
16mm Si/os8 & 182.8 
20mm By EL 24.38 
25mm ghee 29.09 
38mn qari Ar an B25 34 
50mm ph! 38.44 
75mm = aM 66.60 
100mm Ad, Roos 
150mm Gr 150-98 
200mm foe ZG os 
250mm MONS 401.34 
oF Be eS 
Consumption foc 46m 


Consumption Rate 


(ii) The consumpton charge for the amount of watec used over and 
above the first specified column for the minimum charge pec 
billing is as tTollows: 


BILLING PERIOD 


Rate Pec Ouacter ly Billing 
Cubic Metres (m) 


1983 
SOR over 46m cubic metres 
but not exceeding 273m 
ZOO) ovec 273m2 cubic metres 


but not exceeding 212703 


.1749 ovec 2727m> cubic metres 


| 
: 


BILL NO. 1392 


THE REGIONAL MUNICIPALITY OF HAMILTON-WENTWORTH 
Rot RE ONAL MUNECLP ALLIS OF HAMILTON-WENTWORTH 
BY-LAW NO. RSg- 204 


To Amend the Regional Waterworks 


By-Law No. R84-026 


The Council of the Regional Municipality of Hamilton-Wentworth 


enacts as follows: 


1) That subsection (10) of Section 4. be deleted and the 
following substituted: 

“1. Where any premise to be demolished has a water service 
of less than 20mm diameter, then the service shall be 
disconnected at_hhe watermain except where re-use of 
the existing service is authorized under subsection (ll) 
of this section and the required flow test has been 
taken before the premises are demolished. The owner 
of the land will execute an authority to the Region 
at the time of Ee ech to disconnect the water 
service connection atthe main at the soleA@of the owner 
upon failure of the owner having entered into a water 
service agreement with the Region within three (3) 
months of the Region signing the demolition release 
or the owner abandoning the service with their own 


CONtraccors. 


2) In all other respects, the contents of Regional By-law No. 
R84-026 are hereby confirmed unchanged. 


Passed and enacted in open Council this 20,day of December 
1988. 


Clerk 


DOE 


THE REGIONAL MUNICIPALITY OF HAMI LTON-WENTWORTH 


To Amend the Regional Waterworks 


By-Law No. No. 


OLD 
Section 4 (10) 


Where any premises to be demolished 
has a water service of less than 20mm 
diameter, then the service shall be 
disconnected at the watermain except 
where re-use of the existing service 
is authorized under sub-section (11) 
of this section. The owner of the 
premises is responsible for the 
entire cost of disconnecting the 
water service and installing any 
replacement service. 


R84-026 


NEW 
Section 4 (10) 


Where any premise to be demolished 
has a water service of less then 
then 20mm diameter, then the service 
shall be disconnected at the water- 
main expect where re-use on Ehie 
existing service is authorized under 
subsection (ll) of this section 
and the required flow test has been 
taken before the premises are 
demolished. The owner of the 
land will execute an authority to 
the Region at the time of 
application to disconnect the water 
service connection at the main at 
the sole cost of the onwer upon 
failure of the owner having entered 
into a water service agreement with 
the Region within three (3) months 
of the Region signing the service 
with the owner abandoning the 
service with their own contractors. 


is 
€ 


Bill 1432 


: THE REGIONAL MUNICIPALITY OF 
® HAMILTON-WENTWORTH 


BY-LAw no.89-021 
BEING A BY-LAW TO AMEND WATER RATES IN 


BY-LAW R84-026 BY REPEALING SCHEDULES "A", "B", "C and "G" 
THEREIN AND MAKING SUBSTITUTIONS THEREFOR 


WHEREAS Regional Council did approve Item 1 of Report 2-89 of the Finance and 
Personnel Committee, on February 7, 1989. 


NOW THEREFORE the Council of the Regional Municipality of Hamilton-wentworth 
enacts as follows: 


1. Schedules "A", "BY", "C" and "G" to By-law R84-026 are repealed. 


2% Schedules "A", "B", “C” and "G" to this By-law shall replace the 
schedules named in section 1. 


32 In all other respects the contents of Regional By-law R84-026 are 
hereby confirmed unchanged. 


6) READ A FIRST, SECOND AND THIRD TIME AND FINALLY PASSED AND ENACTED 


THIS 7th DAY OF February - 198 . 
Kiss CLERK 
0035c - 85 Approved 
as to form 
Regiona 
Solicitor 


SCHEDULE "A" TO BY-LAW NO. R89-021 


© NON-METERED RATES FOR 
THE CITY OF HAMILTON 

FOR 1989 AS WERE APPROVED 

BY COUNCIL FEBRUARY 7, 1989 


Assessment of Land and Buildings 


From To 1989 
$ 0 $ 500 $ 42.39 
501 1,000 46.56 
1,001 1,500 50.59 
1,501 2,000 54.58 
2,001 2,500 62.47 
2,501 3,000 66.43 
3,001 3,500 75.02 
3,501 4,000 79.12 
4,001 4,500 83.08 
4,501 5,000 87.48 
5,001 5,500 92.89 
5,501 6,000 95.54 
6,001 6,500 104.27 
6,501 7,000 107.99 
7,001 7,500 111.48 
QO 7,501 8,000 117.01 
8,001 8,500 122.73 
8,501 9,000 128.30 
9,001 9,500 133.68 
9,501 10,000 139.44 
10,001 11,000 150.46 
11,001 12,000 161.31 
12,001 13,000 171.91 
13,001 14,000 182.57 
14,001 15,000 193.17 
15,001 16,000 203.47 
16,001 17,000 213.67 
17,001 18,000 223.92 
18,001 19,000 233.82 
19,001 20,000 243.94 
20,001 25,000 290.16 
25,001 30,000 333.46 
30,001 35,000 373.62 
35,001 40,000 410.99 
40,001 45,000 445.26 
45,001 50,000 476.02 
50,001 60,000 530.77 
60,001 70,000 574.61 
70,001 80,000 617.23 
80,001 90,000 649.61 
@) 90,001 100,000 673.72 
over 100,000 697.55 


SANITARY SEWER SURCHARGE RATE 116% 
0035c — 86 


SCHEDULE "B" TO BY-LAW NO. R89-021 


NON-METERED RATES FOR 
THE CITY OF STONEY CREEK 
FOR 1989 AS WERE APPROVED 

BY COUNCIL FEBRUARY 7, 1989 


Assessment of Land and Buildings 


From 
$ 0) 
649 
1,293 
1,945 
2,593 
3,241 
3,889 
4,537 
2, L395 
5,833 
6,481 
7,129 
TERE 
8,425 
9,073 
ae fal 
10,369 
11,017 
11,665 
12,313 
12,961 
14,257 
io, 053 
16,849 
18,145 
19,441 
20,737 
22,033 
Za yo29 
24,625 
Zo, 928 
32,401 
38,881 
45,361 
51,841 
58,321 
64,801 
77,761 
90,721 
103 ,681 
116,641 
over 129,600 


0035¢ - 87 


To 


$ 648 
1,296 
1,944 
2,592 
3,240 
3,888 
4,536 
5,184 
5,832 
6,480 
7,128 
7,776 
8,424 
9,072 
9,720 

10,368 
11,016 
11,664 
£2312 
12,960 
14,256 
15,552 
16,848 
18,144 
19,440 
20,736 
22,032 
23,328 
24,624 
25,920 
32,400 
38,880 
45,360 
51,840 
58,320 
64,800 
77,760 
90,720 
103 , 680 
116,640 
129,600 


SANITARY SEWER SURCHARGE RATE 


101. 
105. 
108. 
ii2. 
116; 
119. 
123. 
£26: 
429. 
133. 
136% 
151. 
166. 
mW he 
192. 
203. 
213. 
2326 
246. 
260. 
271. 
219% 
287. 


116% 


SCHEDULE "C" TO BY-LAW NO. R89-021 


MISCELLANEOUS RATES FOR WATER 


(Referred to in Section 12(6), (7), (8) and (9) 


Travelling Shows 


The deposit required from travelling shows is Fifty Dollars (50.00) of 
which the sum of Thirty-Five Dollars ($35.00) is the fee for connecting 


‘and disconnecting the water supply and a Five ($5.00) Dollar/day usage 


charge for three days. 
Tank Trucks 


The rate payable for water supplied to tank trucks at the Region's coin 
operated stations be increased by 4.0% to $0.52 ets cubic metre or part 
thereof. 


Areas Outside the Regional Area 


The rate for water supplied to municipalities for the owner or occupier 
of any lands outside the Regional area is the applicable meter rate set 
forth in Schedule "B", plus fifty per cent (50%) surcharge or such 
other surcharge as may be specifically defined in the Agreement between 
the Regional Corporation and the municipality, owner or occupier of the 
lands outside the Regional area. 


0035c/90 


A) 


SCHEDULE "G"" TO BY-LAW NO. R89-021 


TABLE OF METERED RATES 


(Referred to in Section 122), (3), & (4) & 1332) 


RESIDENTIAL METER RATES FOR SERVICE WITH A METER 20MM OR SMALLER 
——V—w=vCCce_ 0¥vX—¥—_——_s0 000 SS eee A METER 20MM OR SMALLER 


Minimum Charge 


(i) The minimum charge per billing period including the use of the 
specified volume of water is as follows: 


Minimum Charge Per Billing Period 


——_—-aKae 


Quarterly Billing 
SS a 
Rates $5.63 


Consumption for 14m3 


———q 


Consumption Rate 


(ii) The consumption charge per cubic metre (m3) for the amount 
of water used over and above the first specified column for 
the minimum charge per billing period is as follows: 


Consumption Rate Per Cubic Metre (m3) $0.2600 


B) 


SCHEDULE "G" TO-BY LAW NO. R89-02] 


THE REGIONAL MUNICIPALITY OF HAMILTON-WENTWORTH 


COMMERCIAL, INSTITUTIONAL AND INDUSTRIAL RATES INCLUDING 


RESIDENTIAL RATES FOR SERVICES WITH A METER GREATER THAN 20MM 


Minimum Charge 


(i) The minimum charge per billing period including the use of the 
specified volume of water is as follows: 


a 
Minimum Charge Per Billing Period 


—_?R ee OO ee 


Meter Size Quarterly Billing 
Metric Inches 
ee 8 a et 

16mm 5/8” _ $ 18.18 

20mm 3/4" 24.38 

25mm LS" 29.09 

38mm Le ene 32.34 

50mm 2" 38.44 

7Smm 3° 66.60 
100mm 4" 85.33 
150mm 6" 150.98 

200mm 38" 260.68 

250mm 10” 401.34 


Consumption for 46m2 


Consumption Rate 


(ii) The consumpton charge for the amount of water used over and 
above the first specified column for the minimum charge per 
billing is as follows: 


eee 
BILLING PERIOD 
—_—_————— 
Rate Per Quarterly Billing 
Cubic Metres (m3) 


s2oL5 over 46m3 cubic metres 
but not exceeding 273m 


. 2020 over 273m cubic metres 
but not exceeding 2727m3 


sdheexsy < over 2727m> cubic metres 


. Sats ea 


Bill No. 1481 


THE REGIONAL MUNICIPALITY OF HAMILTON-WENTWORTH 
BY-LAW No. R89-070 
BEING A BY-LAW TO AMEND 


THE REGIONAL WATERWORKS BY-LAW NO. R84-026 
BY REPEALING SCHEDULE “E”* AND MAKING SUBSTITUTIONS THEREFOR 


WHEREAS Regional Council did approve Item 2 of Finance and Personnel Committee 
Report 13-88 on December 20, 1988 . 


NOW THEREFORE, the Council of The Regional Municipality of Hamilton-Wwentworth 
enacts as follows: 


Le That Schedule "E" to Regional By-law R84-026 is hereby repealed 
and that Schedule “E” attached to this By-law be substituted 
therefor. 


2: In all other respects, the contents of Regional By-law No. 
R84-026 are hereby confirmed unchanged. 


READ A FIRST, SECOND AND THIRD TIME AND FINALLY PASSED AND ENACTED 


this 16th day of May . 1989. 
Approved 
as_to form 

003Sc - 37 
Regional 


Solicitor 


SCHEDULE. “E" TO BY-LAW ONG. 


Gbelehess foc tae Inston locnanmor awate pameremsmcnaume toc 

readers as referred to in Section 4(1) 

Pemote Reader 45.00 
16 mca diameter Sar OG 
20 om diameter vis .¢5 
25 mm dcdiemeter LSS 5 (CS 
a2 mi dvemetes : Bee ee 
S50 mm diameter ZOO 
100 mm diameter (compound) 2 Dee 700 


200 mm ciameter ae. © 
250 mm diameter SSO). 6 
rae For superintending the laying of the service connection and the 
laying or repairing of a yard service as referred to in 
Section 4(1) of this By-Law 27-200 
oe For superintending the laying of the service connection 
and the laying or repairing of a yard service after 
normal working hours so00 
4. For shutting off water at the street as referred to in 
Section 13(4) and 13(6) 323.00 
a (a) For turning on water at the street as referred 
Eo. in Section 4(1) 3G 00 
(b) For turning water on and off during the same call 33.00 
For tucning on water at the street after it has 
been shut off for non-payment of cates (and which 
includes the charge for the previous tucn off). as 
refecred to in Section 13(6) 64.00 


0035e = 4355 
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Schedule "E'' Continued to Water Works By-law 


~ 


co 


a 


aU. 


AX 


Lar 


or 
° 
es 
x 
a} 
03 
(eo) 
‘ 
ae 
Y 
(40) 
| 
C& 
jae 
[o) 
( 
Le 
fae 
ze) 
wD 
“ 
ry 
“ 
n 
(D 
™ 
a8) 
Lp} 
up | 
(D 
a 
(Gin 
oO 


zy Tacs ae eo = 3 5 saat es ite hacate vers 
For steslving water tc < £s01 Gavyiag d@ caszacicy Cf 
= 
a Cams aS a walon an = i A s 
more then Sa- as celcerred §5 im Section 1003) (c) 
aM aaniae wenencS 1G 


Porc Seevice caile others then ereviousiy specified 
Foc each Scecial Wetec Service to be connected 2s 
referred toa in Section 4(1/) 

Foo testing of 4 water fetes us Eo dnc iaclugiag 

So mu Giamecer as tefecssd tc ia Sectics 3 

For testing of a water meter over 50 mm in diameter 
as referred te in Section 9 


Foc poor pressure flow tests 


Aes 
CsA 3 
A are 
£1) 02 
a) w~ 
A OTS 
SG) tee 
Sa ee 
ese aoe 
SiO Ore 
ae 
sree 
Cee es a 
£01.06 


167.00 


v5. x2% For fire hydrant maintenance 

16. For installation of public drinking fountains 360.00 

x This service requires a $200.00 deposit. 

— There is to be no charge for citizens in requesting poor pressure flow tests 1a the 
first instance and where a second request is made, the citizen is advised by letter 
that there will be a $40.00 charge. 

rete An additional $20.00 capital contribution is charged for each hydrant. 
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Authority: Finance & Personnel Report 13-89, Item 2 
Finance & Personnel Report 12-89, Item 12 


THE REGIONAL MUNICIPALITY OF HAMILTON-WENTWORTH 


BEING A BY-LAW TO AMEND THE REGIONAL WATERWORKS BY- 
LAW NO. R84-026, AS AMENDED, BY IMPLEMENTING THE 1990 
USER FEES AND THE REGIONAL WATER DEMAND CONTROL 
STRATEGY 


WHEREAS the Council of the Regional Municipality of Hamilton-Wentworth on the 
17th day of October, 1989 did approve of Item No. 2 of Report No. 13-89 of the 
Finance and Personnel Committee which authorized the 1990 User Fees effective January 
1, 1990; , 


WHEREAS the Council of the Regional Municipality of Hamilton-Wentworth on the 
17th day of October, 1989 authorized that the appropriate Regional By-laws be changed 
to reflect the 1990 User Fees; 


WHEREAS the Council of the Regional Municipality of Hamilton-Wentwort) on the 
19th day of September, 1989 did approve of Item No. 12 of Report No. 12-é° of the 
Finance and Personnel Committee which authorized a Water Demand Control Strategy 
for the Regional Municipality of Hamilton-Wentworth; 


WHEREAS the Council of the Regional Municipality of Hamilton-Wentworth on the 
19th day of September, 1989 authorized Regional Waterworks By-law No. R&4-026, as 
amended, to be further amended to incorporate the said Water Demand Control 
Strategy; 


AND WHEREAS it is necessary to further amend the Regional Waterworks By-law No. 
R84-026, as amended, to reflect the 1990 User Fees under said By-law and to 
incorporate the said Water Demand Control Strategy; 


NOW THEREFORE THE COUNCIL OF THE REGIONAL MUNICIPALITY OF 
HAMILTON-WENTWORTH ENACTS AS FOLLOWS: 


ie That subsections 1(g) to 1(u) of Regional By-law R84-026, as amended, be 
renumbered as subsections 1(h) to l(v). 


h 


as follows: 


2 


‘That a new subsection 1(g) be added to Regional By-law R84-026, as amended, 


1(g) “legally established income producing rental property” means, 


(i) a property listed in the Assessment Department of the relevant Area 
Municipality as a multiple family dwelling, or 


(ii) | a property in which the owner registered on title is different from 
the occupant; or 


(iii) a rental property in which business taxes are paid. 


2. That subsection 4(16)(d) of Regional By-law R84-026, as amended, is hereby 


repealed. 


3. That Section 8 of Regional By-law R84-026, as amended, is tereby repealed and 
the following substituted therefor: 


8. (1) The owmer of the premises is required to be responsible for and to 
permit the installation of water meters equipped with remote reading 
devices installed, 


(a) 


(b) 


(c) 


(d) 


on all services in the Regional Area for which the owner or 
occupant is required to pay meter rates as set out in sub- 
section (2) of Section 12 of this By-law; and 


on any service which is introduced into any area or premises 
outside the Regional Area by written agreement with the 
Regional Municipality; and 


on all legally established income producing rental properties, 
with verification from the Area Municipalities, within six (6) 
months of notification by the Regional Municipality of the 
requirement of installing a water meter; and 


on all non-metered residential properties being sold within six 
(6) months after the change of ownership. 


as 


(2) All water meters shall be supplied by the Commissioner of 
Engineering and owned and maintained by the Regional Municipality. 


(3) | Any person who installs a water meter shall comply with the 
installation standards of the Commissioner of Engineering. 


(4) Any metered water service in use before or after the enactment of 
this By-law is to remain a metered water service. 


(5) The owner or occupant of the premises on which the water meter 
is to be located shall be responsible for: 


(a) the protection of the water meter and appurtenances; 


(b) providing at all times easy access, to the satisfaction of the 
Commussioner of Engineering, to the water meter to a person 
authorized by the Regional Municipality for the purposes of 
meter reading, checking, repairing, installation, maintenance 

- and removal; , 


(c) payment of the cost of repairing a meter damaged by frost or 
otherwise or the cost of replacing a meter lost or stolen; 


(d) immediately notifying the Department of Engineering of any 
problems with the water meter which appear to require repair. 


(6) Every water meter and remote reader shall be installed and kept in 
a readily accessible manner with the water meter located at the point 
where the service pipe enters the building, except that 


(a) where, in the opinion of the Commissioner ot Engineering 
such location is unsuitable, the water service supplying a 
residential or commercial property may be continued, in a 
manner approved by him, under a floor from the point of 
entry to a suitable meter location inside the building, or 


(7) 


(8) 


(9) 


(10) 


(b) where, in the opinion of the Commissioner of Engineering, a 
suitable location inside a building cannot be made or where 
the building is more than 60m from the property line where 
the service pipe is to be introduced, the meter is to be 
installed and maintained in a readily accessible manner at the 
property line, in a properly drained and otherwise suitable 
meter chamber and such chamber is to be constructed and 
maintained by and at the expense of the owner or occupant 
of the land or building, but 


(c) no connections for domestic purposes shall be made prior to 
the water meter. 


Where any such water meter is not accessible to a service truck, the 
Regional Corporation is not liable for damage to lawns or gardens 
by the truck, in the event of need for such access for purposes of 
repair or removal, or other necessary purposes. 


Every metered water service is to be provided with a suitably-valved 
by-pass, except 


(a) where the service supplies only a single family dwelling unit; 
or 


(b) where the service connection is under 50mm diameter; or 


(c) where in the opinion of the Commissioner of Engineering, a 
by-pass is not required. 


Fees for the supply of water meters and the installation of remote 
readers are to be paid by the owner of the premises and are as set 
forth in Section 1(b) of Schedule "E” to this By-law. 


No person shall break, damage, destroy, deface or tamper or cause 
or permit the breaking, damaging, destroying, defacing or tampering 
with: 


(a) any part of the Waterworks; or 


(b) 


5 


any permanent or temporary device installed in a waterworks, 
including a water meter, for the purpose .of measunng, 
sampling and testing of the water. 


3. That Subsection 12(5) of Regional By-law R84-026, as amended, is hereby 
repealed and the following substituted therefor: 


12. (5). The owners and occupants of all lands 


(a) 


(b) 


within the City of Hamilton with respect to which water rates 
are payable and which since prior to 1975 have only a 20mm 
or smaller metered residential service to a separately assessed 
dwelling in which not more than one family resides and in 
which there is installed only water-using equipment normally 
found in a single family dwelling and in which water meters 
are not required to be installed pursuant to subsections 8(1)(c) 
and (d) of this By-law, . 


(i) are not liable to pay meter rates as set forth in 
Schedule "G" to this By-law, but, 


(ii) are liable to pay a non-metered annual rate based on 
the assessment used to calculate the taxes on land and 
buildings for the same year as set forth in Schedule "A" 
to this By-law, however, any owner or occupant of lands 
may have a meter installed upon making application in 
writing to the Commissioner of Engineering and paying 
the fee set forth in Schedule "E” to this By-law, and he 
is to thereupon pay the applicable meter rate set forth 
in Schedule "G" to this By-law, and 


within the City of Stoney Creek with respect to which water 
rates are payable and prior to 1975 were paying a flat rate 
charge and in which water meters are not required to be 
installed pursuant to subsections 8(1)(c) and (d) of this By- 
law, are not liable to pay meter rates as set forth in section 
1 of Schedule "G" to this By-law, but are liable to pay a flat 
annual rate as set forth in Schedule “B" to this By-law, but 
any owner or occupant of lands may have a meter installed 
upon making application in writing to the Commissioner of 
Engineering and paying the fee set forth in Schedule "E" to 
this By-law, and he is to thereupon pay the applicable meter 
rate set forth in Schedule "G" to this By-law, and 


(c) within the City of Hamilton and the City of Stoney Creek with 
respect to which non-metered water rates are payable and in 
or upon which lands there is a pool having a capacity of more 
than Sm° are to pay an annual charge for water supply to the 
pool as set forth in Section 6 of Schedule "E”. 


(d) notwithstanding subsections (a), (b) and (c) of this section, 
wherever a water service is replaced or a water service 
agreement as referred to in section 4, subsection (10) has 
been entered into, the water service shall at that time become 
a metered water service. 


4. That Schedule "E" to Regional By-law R84-026, as amended, is hereby repealed 
and that Schedule "E” attached to this By-law be substituted therefor. 


5: In all other respects, the contents of Regional By-law R84-026, as amended, are 
’ hereby confirmed unchanged. 


6. That this By-la:v comes into force and takes effect as of January 1, 1990. 


READ A FIRST, SECOND AND THIRD TIME AND FINALLY PASSED AND 
ENACTED this 19thgay of December , 1989. 


h “Clerk 


SCHEDULE TE” 
TABLE OF FEES FOR VARIOUS SERVICES 


Water service permit fee as referred to in Section 4(1) $21.00 


Fees for the supply of water meters and the installation 
of remote readers as referred to in Section 4(1): 


Remote Reader | 45.00 
16mm diameter 85.00 
20mm diameter 120.00 
25mm diameter 160.00 
38mm diameter 325.00 
50mm diameter 430.00 
100mm diameter (compound) 2,100.00 
100mm diameter (turbine) 1,370.00 
150mm diameter 3,750.00 
200mm diameter 5,250.00 
250mm diameter 7,150.00 


Owners who are not required under this By-law to have a metered water 
service, but voluntarily wish to have a water meter installed by the Regional 
Municipality, 


(i) may pay the Regional installation costs pursuant to Section 1(a) and 
(b) of Schedule "E” herein, over a five (5) year period by a special 
charge on their quarterly water bill; or 


(ii) will be allowed a twenty-five percent (25%) discount on the Regional 
installation costs pursuant to Section 1(a) and (b) of Schedule "E" 
herein provided that the entire net costs be paid by the Owner up 
front. 


che 


"E" Continue 


For superintending the laying of the service connection and the 
laying or repairing of a yard service as referred to in Section 
4(1) of this By-law 


For superintending the laying of the service connection and the 


laying or repairing of a yard service after normal working hours. | 


For turning off water at the street as referred to in Sections 
13(4) and 13(6). 


(a) For turning on water at the street as referred to in 
Section 4(1) 


(b) For turning water on and off during the same call 
(c) For turning on water at the street after it has been 
turned off for non-payment of rates (and which includes 


the charge for the previous turn off), as referred to 
in Section 13(6) 


For supplying water to a pool having a capacity of more than 
5m* as referred to in Section 18(8), an annual charge of 
For service calls other than previously specified 


For each Special Water Service to be connected as referred 
to in Section 4(18) 


For testing of a water meter up to and including 50mm diameter 


as referred to in Section 9 


For testing of a water meter over 50mm in diameter as referred 
to in Section 9 


Flow test for firefighting design purposes. 
For temporary connections * 


For poor pressure flow tests ** 


For fire hydrant maintenance *** 


35.00 
35.00 
35.00 


35.00 
40.00 


70.00 


40.00 
40.00 


650.00 
65.00 


160.00 
50.00 
50.00 
(+ meter rate) 
47.00 


180.00 


Schedule "E" Continued 


15, 


For installation of public drinking fountains 360.00 


This service requires a $200.00 deposit. 


ba There is to be no charge for citizens in requesting poor pressure flow tests 
in the first instance and where a second request is made the citizen is 


advised by letter that there will be a $40.00 charge. 


*** An additional $20.00 capital contribution is charged for each hydrant. 


Authorization: Finance and Personnel 
- Report 1-90, Item #7 


BILL NO. 1634 


: THE REGIONAL MUNICIPALITY OF HAMILTON-WENTWORTH 
> . BY-LAW NO. R90-008 


BEING A BY-LAW TO AMEND REGIONAL 
BY-LAW R84-026, AS AMENDED, BY 
IMPLEMENTING THE 1990 WATER RATES 


WHEREAS the Council of the Regional Municipality of Hamilton-Wentworth, at its 
meeting of January 16, 1990, did approve of Item No. 7 of Report No. 1-90 of the Finance 
and Personnel Committee which authorized the 1990 Regional water rates effective 
January 1, 1990; 


AND WHEREAS the Council of the Regional Municipality of Hamilton-Wentworth, at its 


meeting of January 16, 1990 did also authorize that Regional By-law R84-026, as amended, 
be further amended to reflect the said 1990 Regional water rates. 


NOW THEREFORE THE REGIONAL MUNICIPALITY OF HAMILTON- 
WENTWORTH HEREBY ENACTS AS FOLLOWS: 


ilu That Schedules "A", "B", "C" and "G" to Regional By-law No. R84-026, as amended, 
are hereby repealed and that the Schedules attached to this By-law be substituted 


| fe) . therefor. 


2 In all other respects, the contents of Regional By-law R84-026, as amended, are 
hereby confirmed unchanged. 


ee That this By-law comes into force and takes effect on January 1, 1990. 


READ A FIRST, SECOND AND THIRD TIME AND FINALLY PASSED AND 
ENACTED THIS16 DAY OF January , 1990. 


REGIO 


Regional 
Solicitor 


SCHEDULE "A" fC <° 


NON-METERED RATES FOR 


THE CITY OF HAM 


ILTON 


FOR 1990 AS WERE APPROVED 


Assessment of Land and Buildings 


From 


$ 0 
501 
1,001 
PSo0T 
2,001 
2-501 
3,001 
3,501 
4,001 
4,501 
5,001 
5501 


6,001 © 


6,501 
7,001 
7,501 
8,001 
8,501 
9,001 
9,501 
10,001 
11,001 
12,6C1 
13,001 
14,001 
15,001 


16,001 
‘17,001 


1§,001 
19,001 
20,001 
Ay OAONE 
30,001 
35,001 
40,001 
45,001 
50,001 
60,001 
70,001 
80,001 
90,001 
over 100,000 


0035¢/100 


BY COUNCIL JANUARY 16, 1990 
To 1990 

$ 500 $4945 
1,000 47.72 
1,500 51.85 
; 2,000 55.94 
2,500 64.03 
3,000 68.09 
3,500 76.90 
4,000 81.10 
4,500 85.15 
5 ,000 89.66 
5,500 95.21 
6,000 97.93 
6,500 106.88 
7,000 110.69 
7,500 114.26 
8,000 119.94 
8,500 125.80 
9,000 131.51 
9,500 137202 
10,000 142.93 
11,000 154222 
12,000 165.34 
13,000 L76¢21 
14,000 187.13 
15,000 198.00 
16,000 208.55 
17,000 219.01 
18,000 229.51 
f 19,000 239.66 
20,000 250.03 
25,000 297.41 
30,000 341.80 
35,000 382.96 
40,000 421.26 
45,000 456.39 
50,000 487.92 
60,000 544.04 
70,000 588.98 
80,000 632.66 
90,000 665.85 
100,00C 690.56 
714.99 


SANITARY SEWER SURCHARGE RATE 


111% 


SCHEDULE "Bc 


NON-METERED RATES FOR 
THE CITY OF STONEY CREEK 
FOR 1990 AS WERE APPROVED 

BY COUNCIL JANUARY 16, 1990 


Assessment of Land and Buildings 


From To 1990 
: ) $ 648 $69.38 
649 1,296 69.88 
1,293 1,944 69.88 
1,945 2,592 69.88 
25593) 3,240 S151 . 
3,241 3,888 81.51 
3,889 4,536 88.57 
4,537 5,184 88.57 
5,185 5,832 88.57 
5,833 6,480 89.44 
6,481 7,128 89.44 
7129 7,776 89.44 
TTT 8,424 94.27 
9 8,425 9,072 94.27 
9,073 9,720 94.65 
9,721 10,368 96.53 
10,369 11,016 98.49 
11,017 11,664 100.40 
11,665 12.312 102.24 
12-313 12,960 104.19 
12,961 14,256 107.96 
14,257 1S552 111.68 
15553 16,848 115.29 
16,849 18,144 118.93 
18.145 19,440 122.57 
19,441 20,736 126.09 
202737 22'.032 129.56 
22,033 23,328 133.08 
23,329 24,624 136.46 
24,625 25,920 139.90 
25921 32,400 155.70 
32,401 38,880 170-50 
38,881 45,360 184.21 
45,361 51,840 196.98 
51,841 58,320 208.69 
S8.321 64,800 219.19 
64,801 77,760 237.90 
77,761 90,720 252.89 
Xx 90,721 103 ,680 267.44 
103,681 116,640 278.51 
116,641 129,600 286.75 
over 129,600 294.89 
SANITARY SEWER SURCHARGE RATE 111% 
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SCHEDULE “C* 


MISCELLANEOUS RATES FOR WATER 


(Referred to in Section 12(6), (7), (8) and (9) 


Aes Travelling Shows 


The deposit required from travelling shows is Fifty Dollars (50.00) of 
which the sum of Thirty-Five Dollars ($35.00) is the fee for connecting 
and disconnecting the watec supply and a Five ($5.00) Dollar/day usage 
charge for three days. 


PL Tank Trucks 


The rate,;payable for water supplied to tank trucks at the Region's coin 
operated stations be increased by 5.0% to $0.54 per cubic metre or part 
thereof. 


3% Areas Outside the Regional Area 


The rate for water supplied to municipalities foc the owner or occupier 
of any lands outside the Regional area is the applicable meter rate set 
forth in Schedule “G", plus fifty per cent (SO%) surcharge orc such 
other surcharge as may be specifically defined in the Agreement between 
the Regional Corporation and the municipality, owner or occupier of the 
lands outside the Regional area. 


OOS5¢e775 


A) 


SCHEDULE “G” 
TABLE OF METERED RATES 


(Refecred to in Section 12(2), (3), & (4) & 13(2) 


RESIDENTIAL METER RATES FOR SERVICE WITH A METER 20MM OR SMALLER 


Minimum Charge 


(i) The minimum charge per billing period including the use of the 
specified volume of water is as follows: 


Minimum Charge Per Billing Period 


Quarterly Billing 


Rates Be fe 


Consumption for 14m 


Consumption Rate 


(ii) The consumption charge per cubic metre (m3) for the amount 
of water used over and above the first specified column for 
the minimum charge per billing period is as follows: 


Consumption Rate Per Cubic Metre (m) $0.2665 


B) 


SCHEDULE. "G" gic 


THE REGIONAL MUNICIPALITY OF HAMILTON-—WENTWORTH 


COMMERCIAL, INSTITUTIONAL AND INDUSTRIAL RATES INCLUDING 
RESIDENTIAL RATES FOR SERVICES WITH A METER GREATER THAN 20MM 


Minimum Charge 


(i) The minimum charge pec billing period including the use of the 
specified volume of water is as follows: 


Minimum Charge Per Billing Period 


Meter Size Quarterly Billing 

Metric Inches 

16mm 5/8" $ 18.54 

20mm 374" 24.87 

25mm pes 29.67 

38mm j Mas Be ae bs 32.99 

5Omm os 39520) 

75mm a 67.93 
100mm ae 87.04 
150mm (ys 2 154.00 
200mm 8" , 265.89 
250mm 10° 409.37 
Consumption for 46m? 


Consumption Rate 
(ii) The consumpton charge for the amount of water used over and 


above the first specified column foc the minimum charge pec 
billing is as follows: 


BILLING PERIOD 


Rate Per Quarterly Billing 
Cubic Metres (m) 


1990 

. 2665 over 46m cubic metres 
but not exceeding 273m3 

SMO, over 273m3 cubic metres 


but not exceeding 2727m> 


. 2089 over 2727m> cubic metres 


fei 
Authority: Finanae) and Personnel Committee 
Report 3-90, Item 18 


BILL NO. 1648 
THE REGIONAL MUNICIPALITY OF HAMILTON-WENTWORTH 


BY-LAW NO. R90-022 


BEING A BY-LAW TO AMEND REGIONAL BY- 
LAW NO. R84-026, AS AMENDED, - BY 
AMENDING SECTION B(i) OF SCHEDULE "G" 
THERETO 


WHEREAS the Council of the Regional Municipality of Hamilton-Wentworth, at its 
meeting of January 16, 1990, did approve of Item No. 7 of Report No. 1-90 of the Finance 
and Personnel Committee which authorized the 1990 Regional water rates effective 
January 1, 1990; 


AND WHEREAS the Council of the Regional Municipality of Hamilton- Wentworth, at its 
meeting of January 16, 1990, did also pass Regional By-law R90-008 which amended 
Regional By-law R84-026 by reflecting the 1990 Regional water rates; 


AND WHEREAS the charges set out in Section B(i) of Schedule "G" to Regional By-law 
R84-026, as amended by Regional By-law R90-008 are incorrectly stated; 


AND WHEREAS it is desirable to further amend Regional By-law R84-026, as amended 
by Regional By-law R90-008, to reflect the proper charges for Section B(i) of Schedule "G" 
thereto. 2 


NOW THEREFORE THE REGIONAL MUNICIPALITY OF HAMILTON- 
WENTWORTH HEREBY ENACTS AS FOLLOWS: 


i That Section B(i) of Schedule “G" to Regional By-law R84-026, as amended by 
Regional By-law R90-008, be repealed and that Section B(i) on the Schedule 
attached to this By-law be substituted therefor. 


Z In all other respects, the contents of Regional By-law R84-026, as amended, are 
hereby confirmed unchanged. 


ae That this By-law comes into force and takes effect on January 1, 1990. 


READ A FIRST, SECOND AND THIRD TIME AND FINAILY PASSED AND 
ENACTED THIS0tDAY OF february , 1990. 


REGI 


B) 


SCHEDULE "G“ 
THE REGIONAL MUNICIPALITY OF HAMILTON-—WENTWORTH 


COMMERCIAL, INSTITUTIONAL AND INDUSTRIAL RATES INCLUDING 
RESIDENTIAL RATES FOR SERVICES WITH A METER GREATER THAN 20MM 


ee ee ee, es ee 


Minimum Charge 


(i) The minimum charge per billing period including the use of the 
specified volume of water is as follows: 


Minimum Charge Per Billing Period 


Meter Size Quarterly Billing 

Metric Inches ‘ 

16mm Sy Aah be ee 6 i: 

20mm 3/4" 24.99 

25mm yy 2 29.82 
38mm ee yiZe SSn. 

50mm Zs 39.40 

7Smm Sd 63527 
100mm 4° . 87.46 
150mm 6" 184.75 
200mm on PAW AG, 


250mm Los 411.37 


Consumption for 46m3 


Authority: Finance and Personnel Cammittee 
Report 17-90, Item 1 
CM - December 18, 1990 


~ THE REGIONAL MUNICIPALITY OF HAMILTON-WENTWORTH 


BY-LAW NO. R91-008 Bild Now 1782 


BEING A BY-LAW TO AMEND THE REGIONAL WATERWORKS BY-LAW R84-026 


WHEREAS on December’ 18, 1990, the Council of The Regional Municipality of 
Hamilton-Wentworth did approve Item 1 of Finance & Personnel Committee Report 1/7- 
90 which authorized the 1991 user fees effective January 1, 1991; 


WHEREAS on December 18, 1990 the Council of The Regional Municipality of 
Hamilton-Wentworth authorized that the appropriate Regional By-laws be changed 
to reflect the 1991 user fees; 


AND WHEREAS it is necessary to further amend Regional By-law R84-026, as amended, 
to reflect the 1991 user fees under said By-law; 


NOW THEREFORE THE COUNCIL OF THE: REGIONAL MUNICIPALITY OF HAMILTON-WENTWORTH 
ENACTS AS FOLLOWS: , 


“<4 


ag: That Schedule "E" to Regional By-law R84-026, as amended, is hereby 
repealed and that Schedule "E" attached to this By-law be substituted 
therefor. 

rae That this By-law comes into force and takes effect on January 1, 1991. 

3% In all other respects, the contents of Regional By-law R84-026, as 


amended, are hereby confirmed unchanged. 


READ A FIRST, SECOND and THIRD time and PASSED this 15th day of January 1901. 


AAV 
Regional~C Regional 54 


ADproved 
2Aa\hQ form 


SCHEDULE "E" TO BY-LAW NO. -008 


TABLE OF FEES FOR VARIOUS SERVICES 


(a) Water Service permit fee as referred to in Section 4(1) $22.00 


(b) Fees for the supply of water meters and installation of remote 
readers as referred to in Section 4(1): 


Remote Reader 45.00 
16mm diameter 92.00 
pomeiateaeees 140.00 
25mm diameter 180.00 
38mm diameter ~ 330.00 
50mm diameter aa . 410.00 
100mm diameter (compound) 2,100.00 
100mm diameter (turbine) 16350:.00 
150mm diameter 3.050 ..00 
200mm diameter (compound) 5), HO) OO, 
200mm diameter (turbine) GO75200 
250mm diameter 5) EMO), O10) 


(c) Owners who are not required under this By-law to have a metered 
water service, but voluntarily wish to have a meter installed by the 
Regional Municipality, 


ee may pay the Regional installation costs pursuant to Section 
l(a) and (b) of Schedule "E" herein, over a five (5) year 
period by a special charge on their quarterly water bill; or 


(ii) will be allowed a twenty-five percent (25%) discount on the 
Regional installation costs pursuant to Section l(a) and (b) 
of Schedule "E" herein provided that the entire net costs be 
paid by the Owner up front. 


For superintending the laying of the s@érvice connection 
and the laying or repairing of a yard service as referred 
to in Section 4(1) of this By-law 37.00 


For superintending the laying of the service connection 
and the laying or repairing of a yard service after 
normal working hours 37.00 


R9 1-008 


9 Schedule "E" continued to Water Works By-law 


4. For turning off water at the street as referred to in 
Section 13(4) and 13(6) 7 200 
Se (a) For turning on water at the street as referred 
to in Section 4(1) 37.00 
(b) For turning water on and off during the same call 42.00 


(c) For turning on water at the street after it has 
been turned off for non-payment of rates (and which 
includes the charge for the previous turn off), as 


referred to in Section 13(6) 74.00 

6; For supplying water to a pool having a capacity of 

more than 5m as referred to in Section 18(8), 

an annual charge of ee 40.00 
Ts For service calls other than previously specified 40.00 
8. For each Special Water Service to be connected as 

referred to in Section 4(18) 650.00 
CTE For testing of a water meter up to an including 

25mm diameter as referred to in Section 9 61.00 


e . 


For testing of a water meter over 25mm and up to 


and including 50mm diameter as referred to in Section 9 103.00 
ae For testing of a water meter over 50mm in diameter 

as referred to in Section 9 386.00 
ee Flow test for firefighting design purposes 50.00 
oe For temporary connections * 50.00 


(+ meter rate) 


diez For poor pressure flow tests ** 47.00 

15: For fire hydrant maintenance *** 180.00 

Lop For installation of public drinking fountains 360.00 
* This service requires a $200.00 deposit 


** There is to be no charge for citizens in requesting 
poor pressure flow tests in the first instance and where 
a second request is made, the citizen is advised by letter 
that there will be a $47.00 charge 

*** An additional $20.00 capital contribution is charged 


eS) for each hydrant. 


VW 


Authorization: Item 3, F&P Report 16-90 - CM: December, 4, 1990 
Item 1, F&P Report 17-90 - CM: December 18, 1990 
Item 11, F&P Report 1-91 - CM: January 15, 1991 
Item 9, F&P Report 5-91 - CM: March 19, 1991 
Item 17, F&P Report 7-91 - CM: April 16, 1991 
Item 9, F&P Report 11-91 - CM: August 20, 1991 


REGIONAL MUNICIPALITY OF HAMILTON WENTWORTH 
Pe alas ere ino eects 


Being a by-law to amend Regional By-law R84-026, as amended, by 
implementing the 1991 User Fees, 1991 Water and Sewer Rates Report, 1991 
Water Demand Control Strategy Update, Fire Hydrant Charges and Water Turn 
Off/On Charges. 


WHEREAS the Council of the Regional Municipality of Hamilton-Wentworth on the 4th 
day of December, 1990 did approve Item 3 of Report 16-90 of the Finance and 
Personnel Committee which authorized the 1991 Water Demand Strategy Status: 


AND WHEREAS the Council of the Regional Municipality of Hamilton-Wentworth on the 
4th day of December, 1990 authorized that the appropriate Regional By-laws be 
changed to reflect the 1991 Water Demand Strategy Status; 


AND WHEREAS the Council of the Regional Municipality of Hamilton-Wentworth on the 
18th day of December, 1990 did approve Item 1 of Report 17-90 of the Finance and 
Personnel Committee which authorized the 1991 User Fees effective January 1, 
L991: 


AND WHEREAS the Council of the Regional Municipality of Hamilton-Wentworth on the 
18th day of December, 1990 authorized that the appropriate Regional By-laws be 
changed to reflect the 1991 User Fees; 


AND WHEREAS the Council of the Regional Municipality of Hamilton-Wentworth on the 
15th day of January, 1991 did approve Item 11 of Report 1-91 of the Finance and 
Personnel Committee which authorized the 1991 Water and Sewer Rates effective 
Jantiary. Uy. Lao 1. 


AND WHEREAS the Council of the Regional Municipality of Hamilton-Wentworth on 
the 15th day of January, 1991 authorized that the appropriate Regional By-laws 
be changed to reflect the 1991 Water and Sewer Rates; 


AND WHEREAS the Council of the Regional Municipality of Hamilton-Wentworth on the 
19th day of March, 1991 did approve Item 9 of Report 5-91 of the Finance and 
Personnel Committee which authorized a Water Demand Control Strategy Update for 
the Regional Municipality of Hamilton-Wentworth; 


AND WHEREAS the Council of the Regional Municipality of Hamilton-Wentworth on the 
19th day of March, 1991 authorized Regional Waterworks By-law No. R84-026, as 
amended, to be further amended to incorporate the said Water Demand Control 
Strategy Update; 


AND WHEREAS the Council of the Regional Municipality of Hamilton-Wentworth on the 
16th day of April, 1991 did approve Item 17 of Report 7-91 of the Finance and 
Personnel Committee which authorized Fire Hydrant Charges effective April l, 
L991: 


AND WHEREAS the Council of the Regional Municipality of Hamilton-Wentworth on the 
léth day of April, 1991 authorized Regional Waterworks By-law R84-026, as 
amended, to be furhter amended to incorporate the said Fire Hydrant Charges 
etiective Aprai J, O91: 


AND WHEREAS the Council of the Regional Municpality of Hamilton-Wentworth on the 
20th day of August, 1991 did approve Item 9 of Report 11-91 of the Finance and 
Personnel Committee which authorized Water Turn Off/On Changes; 


AND WHEREAS the Council of the Regional Municipality of Hamilton-Wentworth on the 
20th day of August, 1991 authorized Regional Waterworks By-law R84-026, as 
amended, to be furhter amended to incorporate the said Water Turn Off/On Charges; 


NOW THEREFORE THE COUNCIL OF THE REGIONAL MUNICIPALITY OF HAMILTON-WENTWORTH 
ENACTS AS FOLLOWS: 


We, 


That a new clause 8(1)(e) be added to Regional By-law R84-026, as 
amended, as follows: 


(1)(e) on all non-metered properties having swimming pools 


That subsection 18(8) of Regional By-law R84-026, as amended, is hereby 
repealed. 


That Schedule "E" to Regional By-law R84-026, as amended, is hereby 
repealed and that the schedule attached to this by-law be substituted 
therefor, 


That Schedules YA", “B™, "GC" and “G" to Regional By-law No. 84-026, as 
amended, are hereby repealed and that the schedules attached to this By-law 
be substituted therefor. That the attached schedules "A" and "G" be 
effective January 1, 1991 to March 31, 1991. 


That a new Subsection 1 d) be added to Schedule E to Regional By-law R84- 
026, as amended, effective March 19, 1991, as follows: 


d) Where the owner of the premises is required, pursuant to clause 
8(1)(d) of the By-Law, to permit the installation of water meters 
equipped with remote reading devices and needs time to pay the meter 
and installation charges incurred as a result of this service, the 
owner may pay such charges over a two-year period, with interest 
being charges quarterly on the unpaid balance at the Region’s bank 


prime rate. Bor tne purpose of this clause, the Region's “bank 
prime rate" is “prime” minus one-quarter per cent (1/42Z), adjusted 
quarterly. 


That Schedules "A-1" and "G-1" attached to this by-law be added to Regional 
By-law R84-026, as amended, effective April 1, 1991. 


That a new subsection 4(19) be added to Regional by-law R84-026, as 
amended, as follows: 


Exemption of the Water Turn Off/On Fees 


(19) Notwithstanding subsection 4(1), where a request is received for 
water to be turned off at the street and subsequently to be turned 
back on, the fees set out in Schedule "E" for the performance of 
such service are not payable, provided that the property benefiting 
from this service has had an operating building control valve 
installed prior to the water being turned back on. 


oie That Regional By-law No. R84-026, as amended, is further amended by 
adding: "[{and effective August 20, 1991] 4(19)," to subsection 4 and 5(a) 
of Schedule E and by adding: “(effective Augut 20, 1991] subjéet to 


4(19y" to subsection of 5(b)° of Schedule E,. 


PASSED AND ENACTED THIS _ 17th DAY OF December Aa 


Aprroveg 


a 


SCHEDULE "A" TO BY-LAW NO.R84-026 


FFfective January 1, 199) = March 31, 1991 


NON-METERED RATES FOR 
THE CITY OF HAMILTON 
FOR 1991 AS WERE APPROVED 
BY COUNCIL JANUARY 15, 1991 


is 


Assessment of Land and Buildings 


OVEE 


From To 
¢) > 500 
SOE 1,000 
1,00oL 1200 
1 o0d 2,000 
2,001. ~ 27500 
230k 3,000 
300% 37700 
3, 201 4,000 
4,001 4,500 
i OO 5,000 
S002 - Oe D00 
5,001 6,000 
6,001 6,500 
6,501 7,000 
7,001 7,500 
DeoO 8 ,000 
8,001 8,500 
S201 9,000 
9,001 9,500 
92500 10,000 
10, 001 11,000 
EL OGL 12,000 
12, 06L 13,000 
13),001 14,000 
14,001 15,000 
io, 00} 16,000 
16.2001 17 ,000 
ij OO. 18,000 
18,001 19,000 
19,001 20,000 
20,001 > 000 
25.,00% 30,000 
30,001 35,000 
a .00L 40,000 
40,001 45,000 
Ge OOL 50,000 
50,001 60,000 
60,001 70,000 
FOZ O0OY 80,000 
80,001 90,000 
90,001 100,000 

100 , 000 


SANITARY SEWER SURCHARGE RATE 107% 


44. 
48. 
D2. 
ois 
pee 
62). 
V8 
S23 
ois 
ae 
oe 
100. 
100. 
TLS 
pussys 
Lae 
1284 
134. 
L40), 
146. 
iso 
168. 
ESO 
eo. 
202: 
213. 
Delors 
2O4:, 
244. 
Do. 
B00:. 
349 . 
oo. 
430. 
466. 
498. 
SOLO 
bOL. 
646. 
680. 
FOS: 
730. 


SCHEDULE "B" TO BY-LAW NO.R84-026 


NON-METERED RATES FOR 
THE CITY OF STONEY CREEK 
FOR 1991 AS WERE APPROVED 
BY COURGiIL JANUARY 25, L992 


Assessment of Land and Buildings 


OVENS 


From 


0 
649 
298 
1,945 
2,593 
3941 
3,889 
Loo, 
5,185 
5,833 
6,481 
7,129 
pT 
8,425 
9,073 
9 721 
10,369 
WL .OL? 
11,665 
eee 
12,961 
(aco sy 
15,553 
16,849 
18,145 
19,441 
DOS 
29. 033 
23,329 
24.625 
25,921 
32,401 
38,881 
45,361 
51,841 
58,321 
64,801 
Perel 
90,721 
103,681 
116,641 
129,600 


SANITARY SEWER SURCHARGE RATE 107% 


yA 
Ths 
iA. 
see 
oo8 
B35 
90. 
90. 
90. 
Ene 
Bee 
Ble 
.34 
205 
aye 
SHS 
100. 
LOZ 
104. 
106. 
Lic. 
Vee 
ee. 
Olea) ies 
B25; 
128. 
ioe. 
L3G. 
139; 
142. 
bo? 
alae 
126 


96 


96 


188 


20 ks 
ele. 
224. 
2H 
250, 
Los 
286 . 
PASEO Ye 
301. 


41 
41 
41 
41 
30 
30 
oy! 
yy 
a 
40 
40 
40 


34 


65 
65 
60 
48 
48 
oe. 
5 
82 
54 
26 
86 
41 
00 
46 
a0 
12 
NS) 


aL 
28 
Ol 
1 
45 
a2 
63 
05 
a7 


SCHEDULE "C" TO BYLAW NO. R84-026 
(REVISED: R90-008) ¢ 


MISCELLANEOUS RATES FOR WATER 


(Referred to in section 1206), (?)5 CS) and (3, 


Travelling Shows 


The deposit required from travelling shows is Fifty Dollars (50.00) 
of which the sum of Thirty-Five Dollars ($35.00) is the fee for 
connecting and disconnecting the water supply and a Five ($5.00) 
Dollar/day usage charge for three days. 


Tank Trucks 


The rate payable for water supplied to tank trucksat the Region's 
coin operated stations be increased by 5.0% to $0.54 cubic metre or 
part thereof. 


Area Outside the Regional Area 


The rate for water supplied to municipalities for the owner or 
occupier of any lands outside the Regional area is the applicable 

meter rate set forth in Schedule “G", plus fifty, per cent (502) 
surcharge or such other surcharge as may be specifically defined in 
the Agreement between the Regional Corporation and _ the 
municipality, owner or occupier of the lands outside the Regional 

area. 


SCHEDULE "E" 
TABLE OF 1991 FEES FOR VARIOUS SERVICES 


Ca) Water service permit fee as referred to in Section 4(1) $22.00 


(b) Fees for the supply of water meters and the installation 
of remote readers as referred to in Section 4(1): 


Remote Reader 45.00 
16mm diameter | : 92.00 
20mm diameter 140.00 
25mm diameter 180.00 
38mm diameter 330.00 
50mm diameter 410.00 
100mm diameter (compound) 2,100.00 
100mm diameter (turbine) iP 2000 
150mm diameter 3,720.00 
200mm diameter (compound) 5,260.00 
200mm diameter (turbine) 07 500 
250mm diameter By 25 740) ONG) 
Gey) Owners who are not required under this By-law to have a metered water 


service, but not voluntarily wish to have a water meter installed by 
the Region Municipality, 


(ie) may pay the Regional installation costs pursuant to Section 
(a) and (b) of Schedule “E* herein, over a five (5) year 
period by a special charge on their quarterly water baa 
or 


(ii) will be allowed a twenty-five percent (25%) discount ‘on’ the 
Regional installation costs pursuant to Section l(a) and (b) 
of Schedule "E" herein provided that the entire net costs be 
paid by the Owner up front. 


(d) BEbecti view Macc 2o lo Ouse 


Where the owner of the premises is required, pursuant to 
clause 8(1)(d) of the By-Law, to permit the installation 
of water meters equipped with remote reading devices and 
needs time to pay the meter and installation charges 
incurred as a result of this service, the owner may pay 
such charges over a two-year period, with interest being 
charged quarterly on the unpaid balance at the Region's 
bank prime rate. For the purpose of this clause, the 
Region’s “bank prime rate" is "prime" minus one-quarter 
per cent (1/747), adjusted quarterly. 


Schedule "E" Continued 


Ze For superintending the laying of the service connection and the 

laying or repairing of a yard service as referred to in Section 

4(1) of this By-law ; 3700 
on For superintending the layi9ng of the service connection and the 


laying or repairing of a yard service after normal working hours. By 0 


4. For turning off water at the street as referred to in Sections 
13(4) and 13(6), [and effective August 20, LOST ISS Cus) By00 
ie (a) For turning on water at the street as referred to in 
Section 4(1), [and effective August 20, 1991] 4(19) 37.00 
(b) For turning water on and off during the same cali, Pe OLG) 


[effective August 20, 1991] subject to 4(19) 


(9) For turning on water at the street after it has been 
turned off for non-payment of rates (and which includes 
the charge for the previous turn off), as referred to 


in Section 13(6) 7&200 

Gi, For supplying water to a pool having a capacity of more than 

Sm? as referred to in Section 18(8), an annual charge of 40.00 
Ps For service calls other than previously specified 42.00 
8. For each Special Water Service to be connected as referred 

to in Section 4(18) 650.00 
oi For testing of a water meter up to and including 50mm diameter 

as teferred to in Section 3 103.00 
TQ: For testing of a water meter over 50mm on diameter as referred 

to: in Seetion: 2 386.00 
ues Flow test for firefighting design purposes. 50.00 
ae For temporary connections * 50.00 

(+ meter rate) 

NS For poor pressure flow tests ** . 47.00 
14. For fire hydrant maintenance **~< 180.00 
Loe For installation of public drinking fountains 360.00 

* This service requires a $200.00 deposit. 

bated There is to be no charge for citizens in requesting poor pressure 


flow tests in the first instance and where a second request is 
made the citizen is advised by letter that there will be a $40.00 


charge. 


gee Any additional $20.00 capital contribution is charged for each 
hydrant. 


A) 


B) 


SCH__JLE "G" TO BY-LAW NO. R84-026 
(Revised: R90-008) 
TABLE OF METERED RATES 
EFFECTIVE JANUARY 1, 1991 - MARCH 31, 1991 
(Referred town Section 12(2)5. (3))-& 4). &13(2)) 


RESIDENTIAL METER RATES FOR SERVICE WITH A METER 20MM OR SMALLER 


Minimum Charge 


(i) The minimum charge per billing period including the use of the 
specified volume of water is as follows: 


Minimum Charge Per Billing Period 


Quarterly Billing 


Rates Soa) 
Consumption for 14m 


Consumption Rate 


(ii) The consumption charge per cubic meter (m)for the amount of water 
used over and above the first specified column for the minimum charge 
per billing period is as follows: 


Consumption Rate Per Cubic Meter (m’) $0.2723 


COMMERCIAL, INSTITUTIONAL AND INDUSTRIAL RATES INCLUDING 
RESIDENTIAL RATES FOR SERVICES WITH A METER GREATER THAN 20MM 


Minimum Charge 


(i) The minimum charge per billing period including the use of the 
specified volume of water is as follows: 


Minimum Charge Per Billing Period 


De Ee eee eae ot eee ee Ce ee 
Meter Size Inches Quarterly Billing Monthly Billing 
Metric 
a a nD ae ne cee ee ee er 
16mm Sy Rei S 19.04 N/A 
20mm 5/8 va es N/A 
25mm Day 30.47 N/A 
38mm Ne 33287 N/A 
50mm vhs 40.26 N/A 
75mm oe God 7 N/A 
100mm 4" 89.38 Fas pee) 

150mm 6" Soh yi at 

200mm BY 2IS E07 ESR Oe 

250mm LOR 420.42 140.14 

Consumption for 46m? 15m 


a ee 


C) 


Consumption Rate 


(ii) The consumption charge for the amount of water used over and above 
the first specified column for the minimum charge per billing 1s as 


follows: 


BILLING PERIOD 


Rate Per Quarterly 
Billing 


Cubic Metres (m’) 


VERS 

725 : over 46m cubic metres but 
not exceeding 273m’ 

BALTES) over 273m cubic metres but 
not exceeding 2727m 

2689 over 2727m cubic metres 


ee SS — 


SANITARY SEWER SURCHARGE RATE 107% OF WATER CONSUMPTION 


SCHEDULE "A-1" TO BYLAW 


NON-METERED RATES FOR 
es) THE CITY OF HAMILTON EFFECTIVE 
APRIL 1, 1991 AS WERE APPROVED 
BY COUNCIL APRIL 16,1991 


Assessment of Land and Buildings 


From To ABET yoo. 
$ 0 $ 500 S . 45.90 
501 1,000 50.41 
1,001 1,500 54.78 
1,501 2,000 59.10 
2,001 2,500 67.64 
2,501 3,000 71.93 
3,001 3,500 81.25 
3,501 4,000 85.68 
4,001 4,500 89.96 
4,501 5,000 94.73 
5,001 5,500 100.59 
5,501 6,000 103.46 
6,001 6,500 119092 
6.501. 7,000 116.94 
7,001 7,500 120.72 
75Gl 8, 000 126.71 
SS) 8,001 8,500 132.91 
8,501 2 9.000 138.94 
9,001 9,500 144.76 
9,501 10,000 V5 1.01 
10,001 11,000 162.94 
11,001 12,000 174.68 
12.001 13,000 186.17 
13001 14,000 197.70 
14,001 15,000 209.19 
15,001 16,000 DO 
16,001 17,000 231.39 
17,001 18,000 242.48 
18,001 19,000 253.21 
19,001 20,000 264,17 
20,001 25,000 ana 22 
25,001 . 30,000 361.12 
30,001 35,000 L046 G1 
35,001 40,000 445.07 
40,001 45,000 482.20 
45,001 50,000 515.50 
50,001 60,000 75.079 
60,001 70,000 622.23 
70,001 80, 000 668.42 
80,001 90,000 703.49 
90,001 100,000 729 260 


® over 100,000 755.41 


SANITARY SEWER SURCHARGE RATE 99% 


A) 


SCHEDULE "G-1" TO BY-LAW NO. R84-026 
(Revised: R90-008) 
TABLE OF METERED RATES 
Effective April 1, 1991 
(Referred to in Section 12(2) 73) & G) & 13(2)) 


RESIDENTIAL METER RAT™S FOR SERVICE WITH A METER 20MM OR SMALLER 


Minimum Charge 


Cr) The minimum charge per billing period including the use of the 


specified volume of water is as follows: 


Minimum Charge Per Billing Period 


Quarterly Billing 


Hamilton Other Jurisdiction 
Rates $261.20 Soy 
Consumption for 14m 14m 


i 


Consumption Rate 


(ii) The consumption charge per cubic meter (mM) for the amount 


Oe 


water used over and above the first specified column for the 


minimum charge per billing period is as follows: 


Hamilton Other 


Consumption Rate Per Cubic Meter (m) $ .2964 Svagia 


Authority: ESC 7-91, #9 
CM April. 16, 1991 


@ (ENG 91-157) 


THE REGIONAL MUNICIPALITY OF HAMILTON-WENTWORTH 


BY-LAW NO. R92-027 Bill No. 1960 


BEING A BY-LAW TO AMEND THE REGIONAL 
WATERWORKS BY-LAW NO. R84-026, AS AMENDED 


WHEREAS on the 20th day of March, 1984, the Council of The Regional Municipality of 
Hamilton-Wentworth enacted By-law No. R84-026, being a By-law respecting the 
management and maintenance of the Water Works System of The Regional Municipality 
of Hamilton-Wentworth and the establishment of water rates and charges; 


AND WHEREAS on the 16th day of April, 1991, the Council of The Regional Municipality 
of Hamilton-Wentworth did authorize that By-law No. R84-026, as amended, be further 
amended to permit joint water service agreements to be entered into and registered on title 
where Regional Council has approved the use of said agreements for specific lands; 


NOW THEREFORE THE COUNCIL OF THE REGIONAL MUNICIPALITY OF 
HAMILTON-WENTWORTH ENACTS AS FOLLOWS: 


ile That subsection 18(11) of By-law No. R84-026, as amended, is hereby repealed and 
the following substituted therefor: 


(11) Notwithstanding subsection 18(10) herein, a separate water service 
connection is not required for up to 3 separate parcels of land or for 
the property of up to 3 separate condominium corporations, if 
approved by Regional Council and provided that the owners enter and 
register against the lands a joint water service agreement with the 
Regional Corporation and provided that a water meter is installed 
within 60m of a property line where domestic flow crosses said 
property line. 


2: In all other respects, the contents of By-law No. R84-026, as amended, are hereby 
confirmed unchanged. 


PASSED AND ENACTED this 17th day of March , 1992. 


Clerk 
Apprevad 


a Doe nm 
L Sa ; 


Services 


- Authority: Item 21, Finance 
Committee Report 15-91 
CM: December 17, 1991 
(FIN 91-188) 


© Bill No. 1963 


THE REGIONAL MUNICIPALITY OF HAMILTON-WENTWORTH 


BY-LAW NO. R92-030 


BEING A BY-LAW TO AMEND THE REGIONAL WATERWORKS BY-LAW R84-026 


WHEREAS, on March 20th, 1984, The Council of The Regional Municipality 
of Hamilton-Wentworth passed and enacted Regional By-Law R84-026, known 
and referred to as "The Regional Waterworks By-Law;" 


WHEREAS on December 17, 1991 the Council of the Regional Municipality of 
Hamilton-Wentworth did approve Item No. 21 of the Finance and Personnel 
Committee Report 15-91 which authorized the 1992 user fees effective 
January 1, 1992; 


WHEREAS on December 17, 1991 the Council of The Regional Municipality of 
Hamilton-Wentworth authorized that the appropriate Regional By-Laws be 
changed to reflect the 1992 user fees; 


AND WHEREAS it is thus necessary to further amend Regional By-law R84- 
026, as amended, to reflect the 1992 user fees under said By-law; 


NOW THEREFORE THE COUNCIL OF THE REGIONAL MUNICIPALITY OF HAMILTON- 
SNTWORTH ENACTS AS FOLLOWS: 


se That Schedule "E" to Regional By-law R84-026, as amended, is hereby 
repealed. -and) that Schedule, "E" attached to this By-Law be 
substituted therefor. 


2 That this By-law comes into force and takes effect on January 1, 
poo 
She In the event of conflict between the provisions and Schedules of 


this By-Law and the provisions and Schedules of the 1992 User Fees 
By-Law, being By-Law No. R92-031, the Schedules of this By-Law 
prevail. 


4. In all other aspects, the contents of Regional By-law R84-026, as 
amended, are hereby confirmed unchanged. 


PASSED AND ENACTED THIS /th DAY OF Apri] , 1992. 
Approved 
& = ae 
~~ | 
Services ™ | 


Region Clerk 


TABLE OF FEES FOR VARIOUS SERVICES 


(a) Water Service permit fee as 
ReLerred/€o in section, 41) 2.3.00 


(b) Permit fees associated with the supply of water 
meters and installation of 
remote readers as referred to 
section 4(1)-> 


remote reader £4500 
16mm diameter 197.00 
20mm diameter 247.00 
25mm diameter 289.00 
38mm diameter 447.00 
50mm diameter 530.00 
100mm diameter (compound) 2302.00 
100mm diameter (turbine) 2302.00 
150mm diameter 4032.00 


(Cc) owners who are not required under this by-law to have a 
metered water service, but voluntarily wish to have a meter 
installed by the Regional Municipality, 


(1) may pay the Regional installation costs pursuant to 
Section 1(a) and (b) of Schedule "E" herein, over a five 
(5) year period by a special charge on their quarterly 
water bill; or 


(11) will be allowed a twenty-five percent (25%) discount on 
the Regional installation costs pursuant to Section 1(a) 


and (b) of Schedule "E" herein provided that the entire 
net costs be paid by the Owner up front. 


For superintending the Jaying of the 
service 35 200 


For superintending the laying of the 
service after normal working hours A200 


Shut Water off “ave. (OV@) 


iMoueia \iienesie Chal Jab), (ONG) 


Schedule "E" continued 


For -Curning- water on sand! off during 


the same call 32 200 
re For Supplying water to a pool having a capacity 

of more than 5m3 as referred to in section 18(8) 

an annual charge of 55.100 
7 For service calls other than previously 

specified A7200 
oo For each Special Water Service to be 

connected as referred to in section 4(18) 650.00 
10. For testing of a water 16mm to 25mm 

diameter as referred to in section 9 A9g00 
11. For testing of a water meter 38mm to 50mm 

aS referred to in section 9 120.00 
12. For testing of a water meter 75mm to 

250mm as referred to in Section 9 2502.00 
3 Flow tests for firefighting design purposes 5300 
14. For temporary connections* 52.00 

(+ meter rate) 

> For poor pressure flow tests** 52.00 
16. For fire hydrant maintenance*** 180.00 
Ife SFOr “installation of public drinking 

fountains 295.00 
18. Turn off and on for non-payment 84.00 
19. Install 1" meter 78.00 
20) seis calla Uitte 13-4 ne ter 41.00 

* This service requires a $200.00 deposit. 

** This charge is applicable only on properties tested which have 


adequate water pressure flows and wish to be retested. 


xxx An additional $20.00 capital contribution is’ charged for each 


hydrant. 


Authority: Environmental Services 
' Committee Report 8-93, 
Item 8 


CM: August 17, 1993 


THE REGIONAL MUNICIPALITY OF HAMILTON-WENTWORTH 


BY-LAW NO. R 93-106 BLE NUR 2177 


BEING A BY-LAW TO AMEND THE REGIONAL 
WATERWORKS BY-LAW NO. R84-026, AS AMENDED, TO 
IMPLEMENT A REVISED REPLACEMENT OF WATER 
SERVICE POLICY. 


WHEREAS Section 46 of the Regional Municipalities Act, R.S.O. 1990, C. R.8, as 
amended, provides that the Regional Corporation has the sole responsibility for the supply 
and distribution of water in the Regional Area and that all provisions of any general Act 
relating to such supply and distribution of water and the financing thereof by a municipal 
corporation and all provisions of any special Act relating to such supply and distribution of 
water and the financing thereof by an area municipality apply with necessary modifications 
to the Regional Corporation, except the power to establish a public utilities commission; 


AND WHEREAS on the 20th day of March, 1984, the Council of The Regional 
Municipality of Hamilton-Wentworth did pass and enact By-law No. R84-026, known as "The 
Regional Waterworks By-law", being a by-law respecting the management and maintenance 
of the water works systems of The Regional Municipality of Hamilton-Wentworth and the 
Establishment of Water Rates and Charges; 


AND WHEREAS on the 17th day of August, 1993, the Council of The Regional 
Municipality of Hamilton-Wentworth did approve of Item 8 of Report No. ENV-8-93 of 
the Environmental Services Committee and thereby did authorize the passing and enactment 
of this By-law to amend The Regional Waterworks By-law to implement a revised 
replacement of water service policy; 


NOW THEREFORE. [HE <COUNCIIIOP ThE REGIONAL MUNICIPALITY “OF 
HAMILTON-WENTWORTH ENACTS AS FOLLOWS: 


ie That Subsection 4(13) of the Regional Waterworks By-law No. R84-026, as amended, 
is hereby repealed and the following substituted therefor: 


(13)(a) ' Despite sub-section (9), where the Owner of a parcel of land on which 
a premises is located submits in writing to the Commissioner of 
Transportation/Environmental Services that such premises is receiving 
an inadequate supply of water, and 


(1) where such Owner’s premises receives its water supply directly 
from an individual service connection for such premises or from 
a common service connection that directly or indirectly services 
such premises as well as other premises; and 


(ii) | where the service connection to such Owner’s premises is less 
than 20 mm diameter; and 


(iii) where no Special Water Servicing Agreement or other 
Agreement regarding water supply to such Owner's premises 
exists between the Regional Corporation and such Owner; 


then the Commissioner of Transportation/Environmental Services may 
replace the existing service connection with a 20 mm diameter service 
connection or may install a new 20 mm diameter service connection if 
the Owner’s premises does not have a separate existing service 
connection, after the Owner, at the Owner’s cost, 


(iv) replaces the existing yard service for the Owner’s premises with 
at least a 20 mm diameter yard service or, if the Owner's 
premises does not have an existing yard service, installs at least 
a 20 mm diameter yard service; and 


(v) installs a water meter; and 


(vi) eliminates all plumbing interconnections between the Owner’s 
premises and any other premises such that the replacement or 
new service connection, as the case may be, supplies only the 
Owner’s premises with water. 


(b) Where the Owner of a premises referred to in clause (a) herein 
requests in writing that the Regional Corporation install a service 
connection that is greater than 20 mm diameter, the Commissioner of 
Transportation/Environmental Services may comply with the Owner’s 
request provided that the Owner pays to the Region all costs 
associated with the installation of the service connection greater than 
20 mm diameter. 


That the Regional Waterworks By-law No. R84-026, as amended, is further amended, 
by striking out every reference in said By-law to "Commissioner of Engineering” and 
by substituting in each case "Commissioner of Transportation/Environmental 
Services”. 


3 That Section 21 of the Regional Waterworks By-law No. R84-026, as amended, is 
hereby repealed and the following substituted therefor: 


Any person who contravenes any of the provisions of this By-law is guilty of an 
offence and upon conviction is liable to a fine as provided for in the Provincial 
OffencescAct, 


PASSED AND ENACTED this 17th day of August 


Regio 


Approved 


egal 


Services 


Authority: Item 22, Finance Committee Report 15-91 
CM: December 17, 1991 (FIN 91-190) 
Item 13, Finance Committee Report 1-92 
CM: January 21, 1992 (FIN 92-011) 


Item 16, Finance Committee Report 4-92 CM: March 17, 1992 
THE REGIONAL MUNICIPALITY OF HAMILTON-WENTWORTH (FIN 92-039) 


BY-Law no. R93-130 BILL NO. 2201 


Being a by-law to amend Regional By-Law R84-026 as amended, 
by implementing a reduction in the prompt payment discount, 
an interest penalty charge on overdue accounts, the 1992 
Water and Sewer Rates Report, the elimination of the prompt 
payment discount and the implementation of the late payment 
penalty charge. 


WHEREAS the Council of the Regional Municipality of Hamilton-Wentworth on the 
l/th day of December,1991 did approve Item 22 of Report 15-91 of the Finance and 
Personnel Committee which authorized a reduction of the prompt payment discount 
and that interest be charged on accounts outstanding over Chae (30) dave : 


AND WHEREAS the Council of the Regional Municipality of Hamilton-Wentworth on the 
17th day of December, 1991 authorized that the appropriate Regional By-Laws be 
changed to reflect the prompt payment discount and the interest to be charged on 
accounts outstanding over thirty (30) days; 


WHEREAS the Council of the Regional Municipality of Hamilton-Wentworth on the 
2lst day of, January, 1992 did approve leem 13° of Reporre 1-92 of the! Finance and 
Personnel Committee which authorized the 1992 Water and Sewer Rates effective 
January 1, 1992: 


AND WHEREAS the Council of the Regional Municipality of Hamilton-Wentworth on the 
2lst day of January, 1992 authorized that the appropriate Regional by-Laws be 
changed to reflect the 1992 Water and Sewer Rates: 


WHEREAS the Council of the Regional Municipality of Hamilton-Wentworth on the 
17th day of March, 1992 did approve Item 16 of Report 4-92 of the Finance and 
Personnel Committee which authorized the elimination of the prompt payment 
discount and the implementation of a 3% late payment penalty charge on accounts 
outstanding longer than ten (10) days after billing; 


AND WHEREAS the Council of the Regional Municipality of Hamilton-Wentworth on the 
Lith day of March, 1992 auchorized that the appropriate Regional By-Laws be 
ehanged to reflect the elimination of the prompt paynene "discount and “the 


implementation of the 3% lace payinent penalty charge on accounts outstanding 
longer than Gen (10) days after billing - 
NOW THEREFORE THE COUNCIL OF THE REGIONAL MUNICIPALITY OF HAMILTON - WENTWORTH 


ENACTS. AS FOLLOWS: 


ie That Subsection 13(3) -ef Regional By-Law R84-026, as amended. is hereby 
repealed and the following substituted therefor: 


we) 


CO 


LO 


mie 


DISCOUNTS FOR PROMPT PAYMENT 


Sess) Effective January 1, 1992 a prompt payment discount Gye Ilys serene 
payment within ten (10) days is to be allowed on current metered water 
rates as set forth in Schedule “GC” to this By-Law: 


That Subsections 13(4) to 13(6) of Regional By-Law R84-026, as amended, be 
renumbered 42s Subsections 13°35) €6 137). 


That a new Subsection 13(4) be added to Regional By-Law R84-026, as 
aimed. aS ibollilows: 


INTERES ON OVERDUE WWECOUNTS 


13(4) Effective January 1, 1992 accounts outstanding over thirty (30) days 
and each subsequent thirty (30) days will bevcharesed interest at-a rate of 
2% above prime (adjusted quarterly). 


That Schedules "A","B","C", and "G" to Regional By-Law R84-026, as amended, 
are hereby repealed and that the schedules attached to this By-Law be 
substreuted therefor effective January 1, 12992. 


That Schedules "A-1" and "G-1" to Regional By-Law R84-026, as amended, are 
hereby repealed effective January 1, 1992. 


That Subsection 13(3) of Regional By-Law R84-026, as amended, is hereby 
repealed and the following substituted therefor: 


RATE eA MENG SE SNA ie Tera Gs 


13(3) Effective June 1, 1992 accounts outstanding longer than ten (10) days 
after billing will be charged a late payment penalty of 3%. 


That Regional By-Law R84-026, as amended, is further amended by changing: 
“las described in Schedule “S" ito this By-law], «cf Subsections4 (1/7) co 


“las. described in, Schedule “G" to this By-law), 


That Regional By-Law R&84-026, as amended, is further amended by changing: 


“land more particularly described in Sehedule “B")]“, ot Subsection T2172) 
to "land more particularly described im Schedule “c* |" 

That Regional By-Law R84-026, as amended, is further amended by changing: 
"(as set forth in Section lof Schedule “3” to this By=baw)" | of Subsection 
L2{3)Ca)y to “las set forth im. Section A of Sehedule “GCG” Go thus By-law] 


That Regional By-Law R84-026, as amended, is further amended by changing: 
"las Set forth in Section 2 of Schedule "BY to this By-law. |" -of Subsection 
i272) (b) co “las set ferthoin Section © Of Schedule Cleo this Gy etaw. 


That Regional By-Law R84-026, as amended, is further amended by changing: 
“las set forth in Seetion,2 of Schedule "B" to this By-law.) of Subsection 
I2(4) to “fas-set forthyvin Section B Gi Schedules "“G™ co tive By-laws | 


Meza 


That Regional By-Law R84-026, as amended, is further amended by changing: 
“las set forth in Section 4 of Schedule "C" to this by-law.]" of Subsection 
1279) te. “fas set forth in’ Section 3% of Schedule “C" to this By-law.]". 


Lor That Regional By-Law R84-026, as amended, is further amended by changing: 
-“las are set forth in Schedule “B™ ta this By-law]" of Subsection 13(2) to 

Was ane sec, Tornth imasohedule i {Cito cents, Bys law)". 

ae That Regional By-Law R84-026, as amended, is further amended by changing: 
"[S€t" foreh in section 1 and 2 of “Schedule “B" to this By-lLaw.]" of 
subsection 13(35) to "[set forth in’ Section A and B of Schedule "G" to this 
By-law.]". 

Passed and Enacted this 9th day of October sO: 


>pproved 


e ta iorm 


Services 


SCHEDULE "A" TO BY-LAW NO.R84-026 


NON-METERED RATES FOR 
THE CITY OF HAMILTON 
FOR 1992 AS WERE APPROVED 
BY COUNCIL JANUARY 21, 1992 


Assessment of Land and Buildings 


From To 1292 
S 0) S 500 S 46.18 
SOM LOO aXO), 1 
Ik ON L500 SS) albu 
L SHOT 2,000 SIe45 
ZeOOn A SOW 68.05 
Ae, SON 3,000 /2E3 6 
3 Ost 35,00 eydl He 
3} SI 4,000 86.19 
4,001 L010 DOR S50 
4 SO)IL 5,000 Py SO. 
POOL 00 ORES 
5), OI 6 , 000 104.08 
6,001 6,500 EAs Oe 
6,501 7,000 G4 
a OOn SOO) ZL. uk 
yi, SOU 8,000 WAH Ba) 
8,001 3, 200 Way. WL 
3h, ONO) D (OLG}O) WS) Wy 
9,001 9.500 E45y 63 
oe S0il 10,000 LSsl 9x 
LOROOM OOO WS 3h, SE 
OO 12,000 LHS). 73 
2 O On 3,000 IE 2S: 
eS, OXON 14 , O00 OSS 
AOR Sy OOKWG PNG) ES: 
SOO 16,000 LIN GS 
oR OOM LY , OO BOD TS 
7 Ow L8 . 000 BES IST) 
18,00 LSE OOO 2 Shee 3 
19,00 0. 000 ZOD eWiG 
ZOROO 25) OKO) SG MI 
BS. ONO IL 30 000 He, ZY, 
30) OO OO 407.04 
35) OOM 40,000 447.74 


schedule “AX (éont’ d) 


From To TZ 
40,001 45,000 Goa .09 
45,001 50,000 LS: S92 
50,001 60,000 S18. 24 
60,001 70,000 6267.0.) 
70,001 80,000 G/2243 
80,001 90,000 LOVE A 
90,001 100 , 000 Sioyy Sie 
over 100,000 F339 94 


SANITARY SEWER SURCHARGE RATE 98% 


ho 


SCHEDULE "B" TO BY-LAW NO.R84-026 


NON-METERED RATES FOR 
Wels, CSCMSC (ONS SAMO MINE Cievao})< 
FOR 1992 AS WERE APPROVED 

BY COUNCIL JANUARY 21, 1992 


Assessment of Land and Buildings 


From To oe 
S 0 S 648 S gees 
649 1,296 ieee 
L207 1,944 Ty, dei 
1,945 22599 es 
FANS 3,240 90.30 
3,241 3,888 90.30 
3,889 4,536 98.11 
aE, 5,184 98.11 
585 5 Bo? 98.11 
233 6,480 99.08 
6,481 7 8 99.08 
7,129 7 hie 99 08 
eal 8,424 104.43 
8,425 9,072 104.43 
9,073 Ae) 104. 86 
o7 21 10, 368 106.94 
10, 369 La Oi 109.10 
DEO Sy, 11,664 i pa) 
11,665 i232 i326 
12-343 12,960 115.42 
12,961 14,256 119.60 
Ig as 152552 18 he 
tos 16,848 127 72 
16,849 18,144 L375 
WS. deS 19 440 a5 28 
19,441 20.736 139.68 
20) 23) 22.032 143.53 
22 033 23,328 (Caer) 
23,329 4, 624 phe ei 
24 625 25,920 154.98 
25, 8 2t 32,400 ae 9 
32 40) 38, 880 188.89 
38,881 (oe 360 204.07 
45,361 51,840 218. 22 


Schedule "B" (coneray 


From ES 2292 
reece 581, 320 231,20 
See ot 64, 800 262 283 
64, 801 77,760 OSS 
77, fol 90,720 280.16 
90,721 103,680 296.28 
103,681 116,640 308.54 
116,641 129 600 31g G7 
over 129,600 326.69 


SANITARY SEWER SURCHARGE 98% 


SCHEDULE "C" TO BY-LAW NO.R84-026 


MISCELLANEQUS RATES FOR WATER 


(Referred to im Sectron 1206), 47), () and (9)) 


iivavellnne: Shows 


The deposit required from travelling shows is Two Hundred Dollars (200.00) 
and the fee for connecting and disconnecting the water is Fifty Two Dollars 
(52.00) plus the applicable meter rate as set forth in Section 14 of 
senedule VE" to this By- lac. 


Tank Trucks 
The rate payable for water supplied to tank trucks at the Region's coin 
operated stations be increased by 4.1% to $0.604 per cubic meter or part 


thereof. 


Areas Outside the Regional Area 


The rate for water supplied to municipalities for the owner or occupier of 
any lands outside the Regional area is the applicable meter rate set forth 
in Schedule "G", plus fifty per cent (50%) surcharge or other such 
surcharge as may be specifically defined in the Agreement between the 
Regional Corporation and the municipality, owner or occupier of the lands 
outside the Regional Area 


SCHEDULE "G" TO BY-LAW NO.R84-026 


9 TABLE OF METERED RATES 


(Reterred. to in Section, 12t2 je I ae arm ee eee 


A) RESIDENTIAL METER RATES FOR SERVICE WITH A METER 20MM OR SMALLER 


Minimum Charge 


Cir) The minimum charge per billing period including the use of the 
specified volume of water is as follows: 


ee ee ee eee 


Minimum Charge Per Billing Period 


——— ee 
Quarterly Billing 


Se ee 


Rates Sion Ol 


Consumption for 143 


Consumption Rate 
(ii) The consumption charge per cubic meter (m3) for the amount of 
water used over and above the first specified column for the 


minimum charge per billing period is as follows: 


Consumption Rate Per Cubic Meter (im3) SO 2930 


B) COMMERCIAL, INSTITUTIONAL AND INDUSTRIAL RATES INCLUDING RESIDENTIAL RATES : 
FOR SERVICES WITH A METER GREATER THAT 20MM € 


Minimum Charge 


G®) The minimum charge per billing period including the use of the 
specified volume of water is as follows: 


Minimum Charge Per Billing. Period 


Meter, Size Quarteriy Billing Monthly Billing 
Metric Inches 
16mm Sy" $ 20.48 N/A 
20mm ae 21.48 N/A 
25mm Pe py aa bs) N/A 
38mm b=y2” 26255 N/A 
50mm 4) Ae ee 2 N/A 
7 Smin a 75.06 N/A 
100mm a 96s kG 32.05 
150mm Ge L7O.24 preys 
200mm 5" 29379 » fee: 
250mm POP 452.28 150.76 
Consumption for 46m3 15m3 


Consumption Rate 


(iil) The consumption charge for the amount of water used over and above 
the first specified column for the minimum charge per DiUbing is Jas 


ECOL MONS = 
Consumption Rate Per Cubic Meter (m3) SO. 2930 
C). SANITARY SEWER SURCHARGE RATE 98% OF WATER CONSUMPTION 


Authority: Item 8, Finance Committee Report 14-92 CM: November 17, 1992 (FIN 92-152 
Item 23, Finance Committee Report 1-93 CM: January 19, 1993 (FIN 93-025) 
Item 2.10, Cte. of the Whole - Feb. 19/93 CM: March 2, 1993 

Item (b), Cte. of the Whole - July 30/93 CM: August 17, 1993 


THE REGIONAL MUNICIPALITY OF HAMILTON-WENTWORTH 
BY-LAW NO. R93-131 Babe NOs 2202 


Being a by-law to amend Regional By - Law R84-026 as amended, 
by implementing the 1993 Water and Sewer Rate Report and 
the 1993 User Fees. 


WHEREAS the Council of the Regional Municipality of Hamilton-Wentworth on the 
17th day of November, 1992 did approve Item 8 of Report 14-92 of the Finance and 
Personnel Committee which authorized the 1993 User Fees effective January 1, 
loos 


AND WHEREAS the Council of the Regional Municipality of Hamilton-Wentworth on the 
17th day of November, 1992 authorized that the appropriate Regional By-laws be 
changed to reflect the 1993 User Fees; 


WHEREAS the Council of the Regional Municipality of Hamilton-Wentworth on the 
19th day of January, 1993 did approve Item 23 of Report 1-93 of the Finance and 
Personnel Committee which authorized the 1993 Water and Sewer Rates effective 
January 1 1993: 


AND WHEREAS the Council of the Regional Municipality of Hamilton-Wentworth on the 
19th day of January, 1993 authorized that the appropriate Regional by-Laws be 
changed to reflect the 1993 Water and Sewer Rates effective January 1: 11993: 


WHEREAS the Council of the Regional Municipality of Hamilton-Wentworth on the 2nd 
day of March, 1993 did approve Item 2.10 of the February 19, 1993 meeting of the 
Committee of the Whole which authorized the 1993 Water and Sewer Rates effective 
Aprik bs 1oos- 


AND WHEREAS the Council of the Regional Municipality of Hamilton-Wentworth on the 
2nd day of March, 1993 authorized that the appropriate Regional by-Laws be 
changed to reflect the 1993 Water and Sewer Rates effective POI de OOo. 


WHEREAS the Council of the Regional Municipality of Hamilton-Wentworth on the 
l/th day of August, 1993 did approve Item (by) of the July 20, 1993 meeting of the 
Committee of the Whole which authorized the Interim Water/Sewer Rate increase of 
9.5% effective August 1, 1993; 


AND WHEREAS the Council of the Regional Municipality of Hamilton-Wentworth on the 
l/th day of August, 1993 authorized that the appropriate Regional by-Laws be 
changed to reflect the Interim Water/Sewer Rate increase of 5.5% effective 
Augisc) le 1995" 


NOW THEREFORE THE COUNCIL OF THE REGIONAL MUNICIPALITY OF HAMILTON-WENTWORTH 
ENACTS AS FOLLOWS: 


LO. 


ia Schedules “At ' pt ei eueEe ands “GC ato Regional By-Law R84-026, as 
amended, are hereby repealed and that the schedules attached to this By-Law 
be substituted therefor effective January 1, 1993. 


That Schedule "G-1" attached be added to Regional By-Law R84-026, as 
amended, effective April 1, 1993. 


That Schedule "G-2" attached be added to Regional By-Law R84-026, as 
amended, effective Auguste 1, 1993. 


That Regional By-law R84-026, as amended, is further amended by changing: 
"(["“service pipe" means a water pipe connected as in paragraph (p);], of 
Subsection l(r) to "[{“service pipe" means a water pipe connected as in 
paragraph (q),]". 


That Regional By-law R84-026, as amended, is further amended by changing: 
“{except as in 8(10)(c) where the cost shall be shared equally between the 
owner and the Regional Corporation.]", of Subsection 4(15) to "[except as 
im 4(13)(€c) where the cost shall be shared equally between the owner and 
the Regional Corporation. ]". 


That Regional By-law R84-026, as amended, is further amended by changing: 
“[and the rates for water supply shall be as described in Schedule "G" to 
this By-law.]", of Subsection 4(17) to"{and the rates for water supply 
shall be as deseribed in Sehedules "CG", "G-=I" and “G-2" to this By-law.]". 


That Regional By-law R84-026, as amended, is further amended by changing: 
“(as set forth in sub-sections (3). (4) and (5) of this section, and more 


particularly described in Schedule "G",]", of Subsection 12(2) to ae: sae 
forth in sub-sections (3), (4) and (S)- oF “this “section, “and “More 
particularly described in Schedules "GG". “@-1" and a 


That Regional By-law R84-026, as amended, is further amended by changing: 
“[as set forth in Section A of Schedule "G" to this By-law, and]", of 
subsection 12(3)(a) to "las set forth in Section A of Schedules “GE Neo 
and. “G-2"" te ‘this By-law. ands)”. 


That Regional By-law R84-026, as amended, is further amended by changing: 
"[as set forth in Section B of Sehedule “G" to this By a law on roe 
Subsection 12(3)(b) to “(as set forth in Section B of Sehcdules Ue ere ALE 
and’ "G-2" (to this By-law. |" 
That Regional By-law R84-026, as amended, is further amended by changing: 
“{as set forth in Section B of Schedule “G" to this By-Law)", of 
subsection 12(4) to “(as set forth in Section B of Schedules HUE Ee Felsavl 
BGe 2 eG ilies bye aie 


ifs 


sae 


iN es 


iG: 


Lene 


LG: 


ee 


Eee 


OG. 


20%; 


That Regional By-law R84-026, as amended, is further amended by changing: 
“[are not liable to pay meter rates as set forth in Schedule "G" to this 


By-law BUG", Ol subsection W2(5)(a(1) £0 “fare not Liable to pay meter 
rates as set forth in Schedules "GG", "G-1" and “G-2" to this By-law, 
bute) 


That Regional By-law R84-026, as amended, is further amended by changing: 
“[thereupon pay the applicable meter rate set forth in Schedule "G" to this 
Byrlaw. ane), Of Subsection 1275) (a) (it) to "{ thereupon pay the applicable 
meter tate as sec forth im Schedules “G", “C-1" and “G-2" to this By-law, 
and 


That Regional By-law R84-026, as amended, is further amended by changing: 
“(are not liable to pay meter rates as set forth im Section 1 of 
schedules" G™ to this By-law, |",-of ‘Subsection 12(5)(b) tovfare not liable 
ELOspay Meter Tateseas set forth am Section A of Schedules."G", “G+1" and 
nG=2" Co. chis By-law |“, 


That Regional By-law R84-026, as amended, is further amended by changing: 
“[ thereupon pay the applicable meter rate set forth in Schedule "G" to this 
By-law, and], of Subsection 12(5)(b) to “|thereupon pay the applicable 
meter Pate set forth in Schedules “G*. “G-1L" and “G-2" 6 this By-law, 
and" 


That Regional By-law R84-026, as amended, is further amended by changing: 
"itis Sete lorem im Section 6 of Schedule “E". |", of Subseetion 1245) (ic) to 
epas set rorth in Section 7 of Schedule “E™. 1%. 


That Subsection 12(8) of Regional By-law R84-026, as amended, is hereby 
repealed. 


That Subsection 12(9) of Regional By-law R84-026, as amended, be renumbered 
as) Subsectron: 12768). 


That Regional By-law R84-026, as amended, is further amended by changing: 
“las are sev forth im Schedule “G“ to this By-law,]|", of Subsection 13(2) 
Lo. (astare set torcny pm ochedmbes 9G". "NG -)]" and “C-2" “to ‘this By-law, |". 


That Regional By-law R84-026, as amended, is further amended by changing: 
“(See fOrth ity Section A and Bot Sehedule "GY to this <By-law.)", of 
SubSseetiom 13(5) te "set Lorch im Section A and B of Schedules “G". "G-1" 
and “Gz co this By-Law)": 


That Regional By-law R84-026, as amended, is further amended by changing: 
“(see Torch 1m Section 3 of Schedule "E” to this By-law and the same fee 
is\co be paid by the owner for turning the water on again as set forth in 
Sections 4 OF schedule “E” to Gnis Gy-law.|", ot Subsection V8(4) to “(set 
SOrth mi Seecion 4 of Schedule “E" to this By-law and the same fee is to 
be paid by the owner for turning the water on again as set forth in 
Section & of Schedule “E" to this By-Law)". 


ee That Regional By-law R84-026, as amended, is further amended by changing: 
"(notwithstanding Section 4(8)(c) of this by-law.]", of Subsection 18(9) € 
to “[notwlthstandime Section 4C13)(ejrof eEhis by-law. |”. 


7 That Schedule "D" attached to this By-law be added to Regional By-law 
R84-026, as amended. 


Passed “and Enacted this “Si. tay of 


Approved 


Services 


SCHEDULE "A" TO BY-LAW NO.R84-026 


NON-METERED RATES FOR 
THE CITY OF HAMILTON 
FOR 1993 AS WERE APPROVED 
BY COUNCIL MARCH 2, 1993 


Assessment of Land and Buildings 


From KO BSE) 
$ 0 $ 500 S S198 
501 L000 eWerAb Ps: 
1,001 i, 500 oz 03 
0" 2,000 66 792 
OOK 2500 76.60 
2,501 3,000 81.45 
3, 001 3,500 a2 400 
+, FOL 4,000 27 03 
O01 4,500 101.88 
4, 501 5,000 LO eo? 
Sa Od 5,500 US. 92 
> 201 6 , 000 iG Sy apes 
6,001 6,500 E2826 
6, 201 7,000 132 44 
P00 7, 500 Doge Fk 
S01 8,000 143.50 
S001 6, 200 150.51 
ee OHL OOO 137 734 
oA 001. 9, 500 163.94 
ea LO. 000 LP OL 
10), 0070 11,000 ESS 32 
te CO LZ 000 LS? 82 
L2,001 13,000 210), 82 
bo 00d 14,000 DoS OS 
14,001 15), 000 230.89 
ES), 0G 16,000 2G9 352 
LG COL L7 , 800 22 OS 
17,001 18,000 20.39 
e500 Lo 000 20 1A 
19: 007 20,000 ASO eS 
20), 000 22,000 255,04 
25.000 30,000 408.94 
30) 00m 33°,,000 48.20 
35.7001 40,000 ater. Ow 


Schedule "A" (cont'd) 
From 


40,001 
45, 0011 
507 001 
60,001 
LOmOOR 
80,001 
0, OO} 
over 100,000 


To 


45,000 
50,000 
60,000 
70,000 
80,000 
90,000 

100, 000 


SANITARY SEWER SURCHARGE RATE 


95% 


.06 
48 
poe 
£69 
- 95 
. 66 
SoS) 
49 


SCHEDULE "B" TO BY-LAW NO.R84-026 


NON-METERED RATES FOR 
THE CITY OF STONEY CREEK 
FOR 1993 AS WERE APPROVED 
BY COUNCIL MARCH 2, 1993 


Assessment of Land and Buildings 


From To USS} 
$ 0 S 648 2 84.18 
649 1 296 84.18 
2979 L944 84.18 
Peo 45 PES Es BG. is 
2 ODS 3240 98.20 
Seek 3,888 O32. 20 
Bye cerene) 4,536 106.69 
Good 5,184 106.69 
eas oh) Dy SZ . 106.69 
5.005 6,480 LOg 75 
6,481 7,426 DOW? 3 
e223 qe LOY 75 
LPF 8424 be aa 
Spo SS Oe2 HE es 
oe Oy 3 9-720 114.04 
Seat 10, 368 116.30 
TO 269 LL OLG 118.65 
1 Oey bh, 664 120.95 
LL665 te, 312 jae ef 
ees 12,960 13352 
12 9ok 14,256 k30207 
TAs 257 ito U4 55 
13) 525 16,848 L890 
16,849 18,144 ETS Wa et 
Le bea 19,440 147.66 
19,441 2057 35 rk. 30 
S40 Wee 97) 22,032 L5G. 09 
22033 25 528 P6053? 
pao ae] 26624 164.40 
246.25 25, 920 168.54 
DO 32,400 Loy oo 
3240 1 38,880 209 42 
38,881 G5 ~360 PAE Nae 
G&S. SG 51,840 237.30 


schedule "B" (cont‘’d) 


From To BOE 
Sil aul Site), XO) DNA oe! 
3} 5 SAL 64 , 800 264.08 
64,801 HE HOO Zeiomioul 
HA Wel 20), 720 304.67 
NO, PDT 103 , 680 B22 20 
HOS moc ILS | GENO) SS), Sih 
IIMS . vei 129,600 Bhai) Aey/ 
over 129 ,600 S55). 28 


SANITARY SEWER SURCHARGE 95% 


Pe) SCHEDULE "C" TO BY-LAW NO.R84-026 
MISCELLANEOUS RATES FOR WATER 


(Reterred to im, Sectiom 12(6). (7); and (8)) 


ay Travelling Shows 


The deposit required from travelling shows is Two Hundred Dollars (200.00) 
and the fee for connecting and disconnecting the water is the charge 
applicable for the size of the meter plus the applicable meter rate as set 
forth in Section 14 of Sehedule "E" to chic By- laws 


Dee Danke inaueles 


The rate payable for water supplied to tank trucks at the Region Ss coin 
operated stations be increased by 8.7% to $0.656 per cubic meter or part 
thereof. 


Such trucks shall only be supplied at the following locations: 


(aL) Norfolk Street (Fire Station), Hamilton 
(Geis) Shavers Road, Ancaster 
(Gielen) Darena inl RoadweHamisletzomn 


© 32 Aveas Uutside the Regional Area 


The rate for water supplied to municipalities for the owner or occupier: of 
any lands outside the Regional area is the applicable meter rate set forth 
in Schedule "G", plus fifty per cent (50%) surcharge or other stich 
surcharge as may be specifically defined in the Agreement between the 
Regional Corporation and the municipality, owner or occupier of the lands 
outside the Regional Area. 


Oe oe Wy 
DIAGRAM FOR 
WATER SERVICE METER INSTALLATION 
FOR RESIDENTIAL SeRVICes 
l6mm & 20mm 
Crefecrecl to tw Sectfon » 


METER ANO COUPLINGS 


SUPPLIED SY THE REGION 


Distance 
from wall 200m 


Merer Clearance Between Cowlings 


200mm for 16mm meter 
for ZOmn meter 


SEOo sud <. 

Drain \ 

iz oe Compressiou 
ies or Gate Valve 


PMP ORT Ane eotes. 


i. Srior~ to installation, the orovezrty owner shall orovide e@ 
Clear acesss to the turn of valve. aAn unimpeded wore sss 
Of (s0Cmm Sy 300mm (12 iuches sy 220) taches)) ts recites a 

| Order to tustalld waces Mercer. 
as Property owners opting £0r package "A", are responsi =p 
tastalling che spacer faz peeiaee the two couplings Sue 
in the above diagram. Once this is done, olease call us at 


546-4403 between 9:00 a.m. and S300 o<m. Go aezrzange <s heave 
the meter installed. ; 


J The meter ts to be tnstaited in. en 


atea a pares Beacea ce 
prevent izeeze-ups. f2 this is not <easib wed Meastin ss 
must be taken to ¢nsare tne mecer is Sears id Cosmbated.. 


4, After installation, the oraperty ownez shall continue to 
BEsVvics clear acrass £6) ee wa s>  aeces . Cae, pimeaezine os 
obstruction of meter access is an ofience under Regional 2yY- 


law 2384-025, section 10. 


SCHEDULE "E" TO BY-LAW R-84-026 


TABLE OF FEES FOR VARIOUS SERVICES 


(a) Water service permit fee as referred to in 
Section, 4(1) o2 3.00 
(b) Permit fees associated with the supply of water meters as 


EPéfepred to vin Section Gil): 


16mm diameter 201,00 
20mm diameter 252.00 
25mm diameter 295.00 
38mm diameter 456.00 
S5Omm diameter 34106 
100mm diameter (compound) 2D 350) ,O 
100mm diameter (turbine) 2 S50 OW 
150mm diameter Be MILA ON 
Ce) Owners who are not required under this By-law to have a 


metered water service, but voluntarily wish to have a meter 
installed by the Regional Municipality, 


i. may pay the Regional installation costs pursuant to 
Section l(a) and (b) of Schedule "E" herein, over a 
five (3) year period by a special charge on their 
quarterky water bibl: or 


(ii) will be allowed a twenty-five percent (25%) discount 
on the Regional installation costs pursuant to 
Section ba) .and (bp) of Schedule "E" Herein provided 
that the entire net costs be paid by the Owner up 
front. 


For superintending the laying of the service 40 .00%* 


Schedule "E" continued 


a For superintending the laying of the service 
after normal working hours 47.00% 
4. Shut Water off 47 .00* 
a Turn Water -on 47 .00* 
6. For turning water on & off during the same call 39.00% 
Wie For supplying water to a pool having a capacity of more 
than 5m3 an annual charge of 56.00 
8. For service calls other than previously specified 53, 00% 
8 For each Special Water Service to be connected as 
referred to in Section 4(18) 664 .00 
10. For testing of a water meter l6mm to 25mm diameter 
as referred to in Section 9 89 .00* 
De For testing of a water meter 38mm to 50mm diameter 
as referred to in Section 9 Ss ex 
ie For testing of a water meter 75mm to 250mm diameter 
as referred to in Section 9 315.00* 
ie Flow test for firefighting design purposes 60.00%* 
ia For temporary connections ** 
15mm - 25mm diameter 5a: 00 
(+meter rate)* 
38mm - 5Ommn diameter 82.00 
(+meter rate)* 
100mm diameter 23°00 
(+meter rate)* 
ie For poor pressure flow tests **%* a9 00% 
bo For installation of public drinking fountains 310; 00 


Schedule "E" continued 


Le. 


st ste st 
nnwn 


Turn off and on for non-payment 


Install 1" meter 

Install up to 374" meter 
Permit refunds = ivater +42 
Missed appointment 


Repair of broken meter 


This charge includes GST. 
This service requires a $200.00 deposit. 


This charge is applicable only on properties 
adequate water pressure flows and wish to be 


5) OO 
(+ penal ty) 


86 .00* 
45.00* 
10.00 

53 .00* 


labour + 
parts (+GST) 


tested which have 
retested. 


A service charge applies for each refund issued. 


SCHEDULE "G" TO BY-LAW NO.R84-026 
TABLE OF METERED RATES 


BPRPEC TIVE JANUARY T= MARCH sone 995 


(Referred ta: im -Seenhom 1202), (3k seas ban) 


A) RESIDENTIAL METER RATES FOR SERVICE WITH A METER 20MM OR SMALLER 
Minimum Charge 


(i) The minimum charge per billing period including the use of the 
specified volume of water is as follows: 


Minimum charge Per Quarterly Billing Period Sa oe 


5 a ae eee ee 


For Consumption of the First 14m3 or Part Thereof 


——— SS eee 


Consumption Rate 


(ii) The consumption charge per cubic meter (m3) for the amount of 
water used over and above the first specified column for the 
minimum charge per billing period is as follows: 


Consumption Rate Per Cubic Meter (m3) $0. 3152 


B) COMMERCIAL, INSTITUTIONAL AND INDUSTRIAL RATES INCLUDING RESIDENTIAL RATES 
FOR SERVICES WITH A METER GREATER THAT 20MM 


Minimum Charge 


Ci} The minimum charge per billing period including the use of the 
specified volume of water is as follows: 


Minimum Charge Per Billing Period 


Meter Size Quarterly Billing Monthly Billing 
Metric Inches 
16mm By Rohe $ 22305 N/A 
20mm Bee 29 25 N/A 
25mm ys 35.28 N/A 
38mm Loe Soe N/A 
50mm ar 46.61 Pora4 
75mm ty 80.76 Z6i92 
100mm Ae LOG ay 34 49 
150mm 6" 183.07 L202 
200mm ine LG LO LOS 737 
250mm 10" 486.65 ben sz2 
Consumption for 46m3 15m3 


Consumption Rate 


(ii) The consumption charge for the amount of water used over and above 
the first specified column for the minimum charge (perro) ling is as 


follows: 
Consumption Rate Per Cubic Meter (m3) SOE Salis 
Cc) SANITARY SEWER SURCHARGE RATE 95.3% OF WATER CONSUMPTION 


SCHEDULE "G-1" TO BY-LAW NO.R84-026 


TABLE OF METERED RATES 
EPPECTIVESAPRT Lo] 31 OOS) Sine ot 1 oo 


(Referred ito da Secrion 12029), 3) & Wa) os THC) 


A) RESIDENTIAL METER RATES FOR SERVICE WITH A METER 20MM OR SMALLER 
SSP SS eS RR EU OS ERVIVE Wilh A MELER 2ZOMM OR SMALLER 


Minimum Charge 


Cy The minimum charge per billing period including the use of the 
specified volume of water is as follows: 


Minimum charge Per Quarterly Billing Period $6.89 


a ee ee ee ee eee ee 
For Consumption of the First 14m3 or Part Thereof 


— 


Consumption Rate 
(ii) The consumption charge per cubic meter (m3) for the amount of 
water used over and above the first specified column for the 


minimum charge per billing period is as follows: 


Consumption Rate Per Cubic Meter (m3) SUES 195 


@ > 


COMMERCIAL, INSTITUTIONAL AND INDUSTRIAL RATES INCLUDING RESIDENTIAL RATES 
FOR SERVICES WITH A METER GREATER THAT 20MM 


Minimum Charge 


(1) The minimum charge per billing period including the use of the 
specified volume of water is as follows: 


Minimum Charge Per Billing Period 


Meter Size Quarterly Billing Monthly Billing 
Metric Inches 
16mm Sy koe S Doon) 445 
20mm 374" 2296 2.99 
25mm is Bill ba 92 
38mm ae a 3 206 iS 23 
5Omm Ze 47.26 L575 
75mm oa 81.88 229 
100mm Ma 104.97 34.99 
150mm ct Pes. 61 61.87 
200mm ei S20 47 106.82 
250mm on 493 39 164.46 
Consumption for 46m3 15m3 


Consumption Rate 


(ii) The consumption charge for the amount of water used over and above 
the first specified column for the minimum charge per billing is as 
follows: 


Consumption Rate Per Cubic Meter (m3) SO), SULSS 


SANITARY SEWER SURCHARGE RATE 95% OF WATER CONSUMPTION 


SCHEDULE "G-2" TO BY-LAW NO.R84-026 


TABLE OF METERED RATES 


EFFECTIVE AUGUST LL, 1993 - DECEMBER 37. 1993 


(Referred o incsection 122). see a) 221302) 


A) RESIDENTIAL METER RATES FOR SERVICE WITH A METER 20MM OR SMALLER 


Minimum Charge 


ey) The minimum charge per billing period including the use of the 
specified volume of water is as follows: 


EL 
Minimum charge Per Quarterly Billing Period S20 
Sr, 


For Consumption of the First 14m3 or Part Thereof 


Consumption Rate 


(ii) The consumption charge per cubic meter (m3) for the amount of 
water used over and above the first specified column for the 
minimum charge per billing period is as follows: 


Consumption Rate Per Cubic Meter (m3) SO) R373 


COMMERCIAL, INSTITUTIONAL AND INDUSTRIAL RATES INCLUDING RESIDENTIAL RATES 


FOR SERVICES WITH A METER GREATER THAT 20MM 


Minimum Charge 


Gy) The minimum charge per billing period including the use of the 
specified volume of water is as follows: 


Minimum Charge Per Billing Period 


Meter Size ; Quarterly Billing Monthly Billing 
Metric Inches 
16mm 5 A ie ° Sea os) 7200 
20mm Sf ae 29°98 LOSS 
25mm 1" Seed 1238 
38mm pe Ry 39 276 13.99 
5Omm ; ee LJ 26 16.62 
75mm oh ot ME os) 28.80 
100mm ae LOa@. 97 26.20 
150mm 6" L851 Odis29 
200mm ae o20R47 ee, 
250mm LOS EE oh 173,39 
Consumption for 46m3 15m3 


Consumption Rate 


(ii) The consumption charge for the amount of water used over and above 
the first specified column for the minimum charge per billing is as 
follows: 


Consumption Rate Per Cubic Meter (m3) SHO), SYS) 


SANITARY SEWER SURCHARGE RATE 95% OF WATER CONSUMPTION 


Authority: Environmental Services 
Committee Report 11-93 
Item 1 


CM: November 16, 1993 


Bill No. 2216 
THE REGIONAL MUNICIPALITY OF HAMILTON-WENTWORTH 
BY-LAW NO. R93-145 


Being a By-law to Amend The Regional Waterworks By-law No. R84-026, as amended, 
regarding indemnity bond requirements 


WHEREAS Section 46 of the Regional Municipalities Act, R.S.O. 1990, c. R.8, as amended, 
provides that the Regional Corporation has the sole responsibility for the supply and 
distribution of water in the Regional Area and that all provisions of any general Act relating 
to such supply and distribution of water and the financing thereof by a municipal 
corporation and all provisions of any special Act relating to such supply and distribution of 
water and the financing thereof by an area municipality apply with necessary modifications 
to the Regional Corporation, except the power to establish a public utilities commission: 


AND WHEREAS on the 20th day of March, 1984, the Council of The Regional 
Municipality of Hamilton- Wentworth did pass and enact By-law No. R84-026, known as "The 
Regional Waterworks By-law", being a by-law respecting the management and maintenance 
of the water works systems of The Regional Municipality of Hamilton-Wentworth and the 
Establishment of Water Rates and Charges; 


AND WHEREAS on the 16th day of November, 1993, the Council of The Regional 
Municipality of Hamilton-Wentworth did approve of Item 1 of Report No. 11-93 of the 
Environmental Services Committee and thereby did authorize the passing and enactment 
of this By-law to amend The Regional Waterworks By-law to increase the amount of the 
indemnity bond required under said By-law from $5,000.00 to $15,000.00: 


NOW THEREFORE, THE COUNCIL OF THE REGIONAL MUNICIPALITY OF 
HAMILTON-WENTWORTH ENACTS AS FOLLOWS: 


1. That Clause 5(2)(a) of The Regional Waterworks By-law No. R84-026, as amended, 
be further amended by striking out the words "$5,000.00" after the words "for the sum 
of" in the fifth line and by substituting therefor "$15,000.00". 


9 : 


OR That Schedule "F" to The Regional Waterworks By-law No. R84-026, as amended, 
be further amended by: 


(a) striking out the words "Five Thousand Dollars ($5000)" after the words 
“amount of" in the sixth line of the first paragraph of said Schedule "F" and 
substituting therefor the words "Fifteen Thousand Dollars ($15,000.00)"; and 


(b) striking out the words "Five Thousand Dollars ($5000.)" after the words "not 


to exceed" in the sixth line on page 3 of said Schedule "F" and substituting 
therefor the words "Fifteen Thousand Dollars ($15,000.00)". 


3: That in all other respects, the contents of The Regional Waterworks By-law No. R84- 
026, as amended, are hereby confirmed unchanged. 


PASSED AND ENACTED this 16th day of November EES: 


A nroved 
The rm 
5 C 


ST ViCes 


serene 


sree 


| 


